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Only Three Points 
of Contact 


aor save money by saving the time 
usually wasted in setting radiator 
brackets on uneven walls. The new 
Grinnell Column Radiator Brackets effect 
this economy for they have only three 
points of contact and require only one 
bolt for securing them to the masonry. 


What’s more, they can be installed with- 
out careful, time-consuming measure- 
ments due to their wide adjustment, both 


vertically and horizontally. 


We'll be glad to send you a pamphlet illus- 
trating this sturdy new bracket and giving 
dimensions and list of sizes in which it is 
available. Address, Grinnell Company, Inc., 
305 West Exchange Street, Providence, R. I. 


? Brackets, Fittings, Hangers, Valves 


Pipe Bending, Welding, Piping Supplies, Etc. 








J 
























































































































































~ 


| 








January 22, 1927 


























)) if ataloo 


in 





DOMESTIC ENGINEERING 


You won't like to 
loaf if you like 
your work 


Plumbers handling the VY@GEL line 
don’t like to loaf. They find it’s 


much more fun to work when they have 
such popular products as YVQ@GEL Frost 
Proof Closets and Hydrants to sell their 


customers. 


You, too, can enjoy your work equally 
well by taking on the Y@GEL line or by 
pushing it more systematically if you now 


stock VOGEL products. 


There are a hundred and one places in 
your vicinity which need them right now 
—factories, schools, railroads, public 
comfort stations. Get 

busy today —the busy ”~ 
man is the happy man 
and your jobber can 
help you at any time. 











Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Gas =. 

Filter C 

Filter C > Gasket 
Filter Cup 

Filter Bed Retainers 
7 Conduit Spud 
Filter Conduit 

Filter Bed 

Sed!inent Chamber 
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10 Thermostat Valve Body 

11 rhermostat Knife Edge Valve Seat 

12. Thermostat Valve Disc 

13. Thermostat Temperature Adjusting Pin 
14. Thermostat Temperature Adjusting Screw 
15. Pilot Orifice in Valve Disc 

16. Thermostat Spring 

7. Thermostat Cap 

18. Thermostat Lever 

19. Thermostat Pivot Pin 

20. Invar Rod 

21. Copper Tube 

22. Copper Tube Cap 

23. Copper Tube Cap Nut 

24. Burner Pipe 

25. Semi-bunsen Burner Tubes 

26 Burner Heac 

27. Burner Vanes 


Study this Triumph of Mechanical Simplicity 


The Thermostat, the Gas Filter and the Burner were all developed by us, are manufac- 
tured by us and used by no one else. 


THERMOSTAT 


It is of the gradual action type but is at least fifty times as 
sensitive as any gradual action thermostat heretofore made. 
Operates on less than one degree variation in temperature. 
Simple. Strong. All metal. 


GAS FILTER 


The EverHot is the only heater regularly equipped with a 
real gas filter. This filter positively removes all objectionable 
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WF HEATER 











foreign matter from the gas. keeping the thermostat valve and 
pilot orifice clean. Filter bed easily replaceable. 


BURNER 


The burner is also of our own design. It is of the semi- 
bunsen type. will not flash back and will not carbonize. Has 
greater flame spread than any other burner of like: capacity. 
Vanes and burner head are of heavy cast iron. Burner tubes 
are brass. 





An examination of the Heart of the EverHot shown above will disclose to any 
mechanic the reasons why EverHot Hiaters are practically troub'e-free 


Fvertlot Heater Company 





5211 Wesson Avenue $3 
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Asbestace 
Send for on’ 





The Greenwich Savings Bank in New 
York is equipped with Johns- Manville 
Insulating materials, including Improved 
Asbestocel. Designed by York & Sawyer, 
and built by Marc Eidlitz & Son. 





A savings bank with 
a thrift account in heat 


HE banker studies his investments with 

care. No wonder heating pipes in the 
famous Greenwich Savings Bank Building 
in New York City are insulated with 
Improved Asbestocel. It is the insulation 
investment that yields the greatest dividends 
in heat saving. That’s why it is easy to sell. 


JOHNS-MANVILLE CORP. 
292 Madison Avenue, at 4lst Street, New York City 


ge cities For Canada: Canadian Johns-Manville Co., Ltd. , Toronto 


Look for the 
Red Band 





=— 
Ss 


Branches in all lar 


JOHNS ~MANVILLE 


sbestocel 


SAVES COAL 


























1927 DOMESTIC ENGINEERING 











CAPITOL 5 Tube 


In five heights from 20 to 37 inches, 
each section 8 9/16 inches wide 


The Radiator Masterpiece 


A new mastery of design and lovely line, grounded on 
37 years of experience in heat-engineering, produced this 
remarkable new radiator— The Capitol. Remarkable 
for beauty! Remarkable for efficiency! Remarkable for 
the tremendous selling field it opens to you. The first 
full page advertisement is in The Saturday Evening 
Post, January 22, in striking color. That means more 
than 2,800,000 copies will carry the Capitol announce- 
ment. Are you ready to profit? Write us. 


QNITED STATES Fabia TOR (ORPORATION- DETROIT, MICHIGAN 


6 FACTORIES AND 28 ASSEMBLING PLANTS SERVE THE COUNTRY 
For 37 years, builders of dependable heating equipment 


Capitol Boilers 


AND RADIATORS 








Mention Domestic ENGINEERING when writing advertisers. 
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CAPITOL 3 Tube 
In four heights from 23 to 36inches, 
each section 4 15/16 inches wide 



































CAPITOL 4 Tube 
In five heights from 20to37 inches, 
each section 634 inches wide 









































CAPITOL 6 Tube 
In the same five heights, each 
section 103% inches wide 
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Number 4. 


A Spencer will not lift water, 
regardless of the size of the outlet pipe 





I ™, 
One of a Number of 
Important Spencer Heater 
Features that save money, 
labor, time and servicing 
for the Heating Contractor 














If you look thru a glass plug in outlet 
equalizer withelectric light on opposite 
side against a glass plug you will see— 


DRY STEAM 
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PENCER HEATERS will deliver steam with less than 
three percent moisture. 


This is possible because of Spencer design andconstruction. 


(a) A sufficient and properly located steam storage capacity 
is provided in the rear section (or in the rear header). 


(b) Cool return water entering near water line gives a down- 
ward direction to water flow in rear section. 


Another reason is because steam is not taken off directly 
over interior water columns nor opposite nipple ports. 
You can prove these facts for yourself. We shall be glad 
to lend you a set of glass plugs. Apply to nearest branch 


or to home office. 
p) 
® 


Spencer 


steam .vapor or hot water 


Heaters 
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SPENCER HEATER COMPANY 


New York Boston Philadelphia 


Baltimore 


General Offices: 


Rochester Syracuse 


Buffalo Hartford Albany 


Division of Lycoming Manufacturing Company 


WILLIAMSPORT, PA. 


Scranton 





Mention Domestic ENGINEERING when writing advertisers. 
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The Heaviest Standard 
Tank Fittings Made- 


INDIANA 


[NDIANA Tank Fittings are “the heaviest 


standard tank fittings made’”’ because extra 
weight is required to withstand years of hard 


SErvICe. - 

















Sixteen years of manufacturing experience have 
made Indiana fittings the standard in the field. 


The tank equipped with Indiana 
units is the tank that will give 
the most satisfactory service. 








Indiana fittings are “‘standard”’ 
on the closet tanks of most of 
the leading manufacturers. Be 
sure they are in the closet tanks 
you install. And be sure they 
are used in all tank repair work 


you do. 


They mean satisfaction to cus- 
tomers and therefore, more 
profit to you. 














INDIANA BRASS Co. 


Mention Domestic ENGINEERING when writing advertisers, 
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175,000 Square Feet 
of Boiler Capacity 


One of the largest low pressure steam heat- - 
ing plants, if not the largest, in the country. 


The Baltimore warehouse of Montgomery Ward & 
Co. is heated by seven Pacific Boilers, with a total 
rating of 175,000 square feet cast iron radiation. 


The original installation of four Pacific Boilers was 
provided for the first unit of the building, erected 
in 1925. In 1926 three more boilers were added, 
to heat the new wing. Six of the seven boilers are 
fired from the rear with straight-shot oil burners. 
The seventh is used for burning waste paper, 
crates, and other refuse. 


This remarkable installation is another striking ex- 

ample of Pacific leadership in the heating field. This 

leadership now extends to every type of building 

and to every variety of climate. It is founded on 

high efhciency and proved dependability under 
all operating conditions. 

















Write for catalog, stating type of build 


ings in which you are especially interested. 


Pactric Steet Borers Corp. oF It., Waukegan, Ill. 
Pactric Steet Borers Corp., Bristol, Pa. 
Sales Offices in 50 Principal Cities 


Installation of 7 Pacific Boilers, 
Baltimore Warehouse, Mont- 
gomery Ward & Company; 
Engr. of Construction, W. H. 
McCauley;HeatingContractors, 
Distler & Company, Inc.; Wing 
Addition, H: E. Crook, Inc. 


Lower illustration: rear view, 
showing oil-burning equipment. 


‘PACIFIC 


STEEL HEATING BOILERS 


a 























January 29, 1927 DOMESTIC ENGINEERING 11 


The Romance Back of the Plumbing Industry 


“T* HESE ads are available in reprint form. They are useful 
in school work, for lectures, as window display material 
and in club work. 





In Rome, a plumber made his own 
lead pipe on the job. Pipe lengths, elbows and means of 
stopping leaks in Roman aqueducts 


explained in this ad. 


Another incident of the place pure 
water occupies in Religion. 




















Described how Rome got water, from ‘ , 
three sources, to town without mixing Not only was the plumber’s trade Rome’s main drainage trunk, built 
it. mark _— on pipe but the custo- 600 B. C., was 13 feet in diameter. 

mers as well. 











Walls and water alike were heated in 
Fountain construction was the chief this Pompeian bathroom. 
plumbing activity during the Renais- 


| sance Period. 


Even the meters in Rome’s public 
water supply were of brass. 




















EVEN thousand years of progress have been piled up behind today’s plumbing 

‘) activities—a rich legacy to the present generation because with it has come a force 

for the preservation of human life and prevention of disease ranking high with medicine 

and surgery. Too frequently do we overlook this bigger phase in our thought of the 

comfort and convenience of modern plumbing. Too seldom do we appreciate the 
honorable place the plumber occupies in the world’s good activities. 


To lift the curtain for a few brief moments on the lives and works of long vanished 
plumbing achievements is the aim of the Bridgerort series of historical advertisements. 
If in some measure it aids in bringing a fuller public recognition of the modern plumber’s 
position, it will have justified itself. 





BRIDGEPORT - CONNECTICUT 
NEWYORK PHILADELPHIA CHICAGO CLEVELAND DETROIT 














See those words? Those 
are just a few of the 
things good plumbers 
think about when they 
insist upon Excel Unions. 


Let’s be explicit: Excel 

Unions save time—they 

make up right, tight, easily. The 
quality and workmanship that 
go into them mean a permanent 
joint. The strength of the 
material in Excel Unions—good 
air-refined malleable iron — 
makes them proof against 
wrench and wear. They’re ac- 
curate to a hair and they’re uni- 
form! Excel Unions safeguard 
our reputation and your profits. 


If your jobber can’t supply you 
with Excel Unions, write us, and 
we'll tell you one who can. 


Providence Fittings Co. 


7 Water St., Boston, Mass. 
New York Office: 210 East 45th Street 
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OTHERWISE HARRY G. NYE 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 FULLERTON AVENUE 


, GHEAGe Im, 


January 22, 1927. 















NYE—the Die Man 
10 THE PLUMBERS AND STEAMFITTERS OF THE U. S. A. Sian ities 


can American Plumber 
Fellow Citizens: and Steamfitter 


There's one thing I can't understand about these Queen Maries, and other persons 
like that. When they come over here they don't seem to call on any of the plumbers. 


When Marie was over here, I saw in the paper where she visited the shops in New 
York. I went right down through the list, but I didn't find a single name I knew. 
She may have visited the New York shops, but it must have been the blacksmith shops, 
and the barber shops, and things like that; but she passed up the plumbers. 


The Prince of Wales is over here off and on (depending on the horse), but I haven't 
read anywhere about him looking up any plumber friends or plumbing supply houses. 
And I'm sore about it. Because, if we have any leading citizens in this country, 
it is the plumbers. A lot of politicians think that they are, and they are, until 
there is a fire. hocks 


But let something happen, and who do they holler for? The plumber. When something 
starts to squirt in the basement, they don't want a United States senator, they want 
a plumber. 


When the pipes freeze, they-don't drop a little note to the banker's wife. They 
call up the plumber's wife and ask her if she won't please have her husband come 
over, right away! 


And when there's a fire, they thank heaven that somebody had the sense to lay mains 
in the street, and put hydrants at the curb, and do other things more or less 


related to the plumbing business. 


When there is a queen in town they may forget all about us, but when there's a leak 
in the bathroom or lake in the basement, gosh, how glad they are to see us! 


The next time a queen comes over here I'm going to shin up the fire escape and 
remove a few elbows—not from the queen but from her bathroom. Then she will get an 
idea who the leading people over here really are. For, after all, your real friends 
aren't the ones you invite to dinner but the ones you holler to for help. 


Which reminds me that, if you have anything you haven't, you know what I mean, if 
you need anything in the plumbing tool line, an order would surely help right now! 


Obediently yours, 


Equipped with or without Nye 
Vises. Can be drilled for any 
size vise specified. Bender can 
be used with open side vise or 
bench vise. 


bes ir lees ead No. 10 Self- 






ki ise, 
Net pen N Seperrre $15.35 
With ‘8, but without 
Vises, Net each...... 12.00 









The tools you swear BY and never AT. 


Nye Vise Stands 
with Pipe Bender tf: 7 7. Vay e. 


Purveyor to His Majesty, 
The American Plumber. 


Copyright 1927 by Harry G. Nye; 
all rights reserved 
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DURABLE! 


Year-in and year-out service is taken for granted by the thou- 
sands of owners of Johnson Oil Burners. (The amazing 
durability of the Johnson is a result of scientific design 
based on 21 years’ experience. ( Durability is 
achieved through simplicity, compactness 
and the use of highest grade materials. 
Johnson Rotary Oil Burners last! 


















Combination Feed Tank and 
second strainer, insuring 
thoro ughly strained oil with 
positive feed to burner at 
all times. 


Fan to furnish air for 
atomized oil. Motor 
rotor is at other end of 
shaft, supported by Ball 
Bearings. (Quiet opera 
tion-muinimum 
vibration.) 


Oi! Fuel Strainer of 
ample screen are 






Totally 
enclosed 
air-cooled 
motor. 


Oil Relief Valve. 


Built-in oil pump 
for simplicity and 
compactness,Fuel : : 
pumped from un : pei. = age agai 
derground tank Double-seated magnetic er swings easily away 
only when burner Oil regulating oil valve, designed for from furnac - 
¢ J : inspection. 
is Operating. valve. positive shut-off. insp 


Main Ofice and Factory © 7. JOHNSON CO. Factory Branch Offices 


940950 Arlington Avenue San Francisco, Sacramento 


OAKLAND, CALIF, ae OIL BURNERS oe Philadelphia 
TRACE MaRK PEDSTEREO 


DISTRIBUTORS AND DEALERS THROUGHOUT THE UNITED STATES AND IN FOREIGN COUNTRIES 


The Johnson Rotary Burner with Full Automatic Control is listed as standard by 
Underwriters’ Laboratories, an organization established and maintained by the 
National Board of Fire Underwriters. 











Opportunity for Dealers» De _ 
S. T, JOHNSON CO., 
The recent addition of Some desirable territory 940-950 Arlington Avenue, Oakland, Calif. 
tull automatic control to _ is still available for a few Please mail booklet describing the Johnson Automatic 
the famous Johnson Ro-__ reliable distributors. Rotary Burner and explain dealer proposition. 
tary has greatly enlarged Write or wire for full re 
the sales opportunities details and new illus- 
for Johnson Dealers. trated booklets. ibten 





48-1026 








Ne A ARS tn 


Mention Domestic ENGINEERING when writing advertisers. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HAT DANIEL WEBSTER ONCE SAID 

about the British empire, that within its boun- 

daries the sun never set, would seem to be equally 
true of the domain of merchandising. Wherever people 
are to be served, people are to be sold; the sun never sets 
upon this old human nature of ours which must be con- 
vinced before it will buy. Milt Marvels has said that 
often in his articles—that whether it be in big town or 
little town, in city or country, you have to sell ‘em. He 
has secured, for this week’s issue, the story of an Aus- 
tralian firm, founded back in the days when every man 
who was a man wore suspenders, and sported a large 
adornment of hair on the face, the more like a bush the 
better. In those days, before the era of the safety razor, 
a man named Watson founded a business in- Brisbane. 
Iver since he founded it, it has been growing; and the 
story of its growth is very much the story of the growth 
of any American firm. It met the needs of the community, 
it rendered the service it offered promptly and in a work- 
manlike manner, it gave due consideration to the elements 
which make us turn in at one place of business rather than 
another, and it grew. You'll find it interesting and un- 
usual in that you will see merchandising and manage- 
ment principles working out in conditions strange to us. 
The pictures on the front cover will give you some idea 
of how the business struck roots and grew. 


LETTER 


3runs- 


IGHT IN HERE LET ME DROP A 
received from a reader in Moncton, New 
wick, Canada, since we’re dealing more or less with the 
British Empire, and particularly with the usefulness of 
Mr. Shea 


says: “During the past year each and every number has 


the information appearing in Your Weekly. 


been eagerly awaited and read with much enthusiasm, 
and many valuable tips have been taken therefrom, I 
want to assure you that your efforts to make it a real 
paper for the trade are appreciated. It is only a pleasure 
to enclose the small subscription you ask and I wish you 


’ Those are pleasant senti- 


every success in the future.’ 
ments, and we hope to merit them in the future as we 
have in the past. 


a ON OUR STUDY OF PLUMBING 
codes, we have this week an article by Mr. Starbuck 
covering the New York and Maine Plumbing Codes. Mr. 
Starbuck says, “When the United States Government, 
through the Department of Commerce, under Secretary 
Hoover, undertook to use its great influence toward the 
betterment of plumbing practice, it started something.” 
What it started is evident in the work which is spreading 


on state and local codes. In this article Mr. Starbuck 
examines the codes of New York and Maine, and the 
various changes which have been made to meet local 
conditions. It is undoubtedly true that the greater the 
' ‘erest which the local plumbing contractor takes in 
the regulations governing plumbing, the better the chance 
that he will not only be doing his community a good 
service, but will be establishing a standard of workman- 


ship for his own protection. 


AST WEEK THE ANNUAL CONVENTION 

of Presidents and Secretaries was held in Evans- 
ville. You will find the meeting reported in this issue. 
It is on the cards for 1927 that the National Trade [‘x- 
tension Bureau is going to render greatly expanded serv- 
ice to the industry. The report of the meeting will be of 
interest to those forward-looking men in the field who 
wish to take advantage of every favorable factor in build- 


ing up a business. 


SVERY LITTLE WHILE I FEEL IT NECES- 

4 sary to call your attention to the features of Your 
Weekly which appear regularly. Into their preparation 
goes not one whit less care than has gone into the work 
of publishing the feature material which is referred to 
on this page each week. I suppose that here in the office 
we come to take them as a part of the day’s work. But 
once in a while we hear things which make us glad that 
our Market Reports, for instance, are given so much at- 
tention, The Australian firm, about whom Milt Marvels 
has written a story this week; says that they have made 
very the 
Kditorial page. even the humble Pipe Lines, ’way in the 
back of the book, has its loyal adherents who read it and 


good use of material on our Advertising 


send in their quips to be published. 

Then there is the Blackboard Epigram column which 
is also published weekly for the same purpose as the 
advertising editorials—to suggest to the master plumber 
and heating contractor as many ways as possible of put- 
ting his business in a favorable light before the public eye. 


TEXT WEEK’S ISSUE WILL CARRY RE- 
ports of the Iowa, Illinois, Wisconsin and South 
Dakota conventions. Action taken at these meetings will 
naturally be of interest to those who have their annual 


convention ahead of them. 
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AS IT APPEARS ON THE 
BOX 


THE “TOLEDO” NAME-PLATE, SHOWING 
THE TRADE-MARK, AS ATTACH EDTOEVERY 
GENUINE “‘TOLEDO” TOOL. IT 1s Letateees 
ASSURANCE OF “TOLEDO” QUALITY 
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THE LONG rare PINS THAT PERMIT CUT- 
TING A ANY a te a AN EXCLUSIVE 


WHEN YOU BUY A“TOLEDO” ee 
YOU GET SATISFACTION 


You know when you buy a genuine ‘‘TOLEDO”’ trade- 
marked tool that you are getting the best threading tool on 
the market. There is no other threading device that can 
compare with a genuine ‘“‘TOLEDO” for year in and year out 
satisfaction, 


The hundreds of thousands of ‘“‘TOLEDO”’ tools that are 
in use to-day, and the ‘‘TOLEDO”’ reputation for producing 
a perfect product, which has been built up over a period of 


nearly a quarter of a century, should be convincing evidence 
of ‘“‘TOLEDO”’ superiority. 


Here are illustrated a few dominating features of 
“TOLEDO” tools, which it is well to bear in mind when 
ordering your future requirements. Wherever you may go, 
in the town or city, in the shop or on the job, you will find 


“‘TOLEDOS” at work cutting and threading pipe to the A SHARP, LEAD SCREW, CLEAN CUT AND PER- 


utmost satisfaction of their owners. 


There are no better cutting and threading tools made 
to-day than genuine ‘‘TOLEDO”’ trade-marked tools. 


BUY BY COMPARISON AND YOU’LL BUY A 


Toes 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 Lafayette St. 


HUMB SCREWS ARE % 
HARDENED AND STRONG BEYOND NEED. 


GENUINE “TOLEDO” TRADE MARKED DIES 
ARE MADE OF see — TOOL STEEL, PER- 


pA erste GOOD FOR YEARS 





” IN DIAMETER, CASE 


A MARK ON THE BUSHINGS SHOWS ONLY 
asteeiinemeeees: THUMB SCREW TO UNSCREW TO REMOVE IT. 


Mention Domestic ENGINEERING when writing advertisers. 
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Plans for the biggest promo- 
tional campaign ever under- 
taken in the plumbing and heat- 
They are 


An Aggressive 
Industry 


ing industry are past the beginning stage. 
under way. The most represeritative men in the in- 
dustry are directly concerned with an enlarged program 
of activities for the National Trade Extension Bureau. 
The program provides for an increased administrative 
force for the Bureau. It provides for an enlargement 
of sales helps and publicity, including a comprehensive 
national advertising campaign. The Bureau will equip 
and operate a more complete research and statistical de- 
partment. A woman’s department is contemplated to co- 
operate with the National Federation of Women’s Clubs 
in the campaign, “Running Water in Every Home.” The 
program provides for a test city campaign; for an in- 
creased speakers’ bureau or field force. There is planned 
an augmented educational trade association service and 
accounting service. The apprenticeship service is to be 
very much emphasized. 

A program to provide the finances for this enlarged 
schedule has been adopted and will be put into effect in 
the very near future. 

Here is something that augurs much for the future. It 
means that market possibilities are going to be carefully 
measured and that every method known to scientific mar- 
keting is going to be employed to put plumbing and heat- 
ing across on a scale which their place in public service 
merits. The master plumber and heating contractor are 
the key men of the whole program, for it is through 
them that increased business will go. They are the con- 
tact with the ultimate consumers of plumbing and heat- 
ing goods. Their success means the industry’s success. 
Remarkable opportunities for the aggressive man are in 
sight. 


Plumbing and heating business, judg- 


The Way ' business, jud 
a ing from current market conditions, is 
to Point getting under way, this first part of the 


new year, in a steady, conservative fashion. Until one 
large manufacturer reduced prices on boilers and radia- 
tors the first part of last week, no radical changes marked 
the transition from 1926 in to 1927. The supply of all 


commodities is entirely adequate. ‘Transportation con- 
tinues at a high peak of efficiency. And, as a result, buy- 
ing proceeds on a hand-to-mouth basis that makes of 
business, not a proposition of speculative purchasing for 
a possible profit, but a proposition of intensive selling 
effort with considerable attention -to turnover for a 
potential profit. 

A few years ago, a large metropolitan newspaper popu- 
larized a slogan that “This year will reward fighters.” 
Taking a cue from that slogan, business men in the 
plumbing and heating industry say that 1927 will reward 
salesmen. The spirit of selling, of creating new business 
is at a fever pitch in this industry. Mass production, 
narrow margins of profit and former means of making 
business good no longer are the answer to present day 
problems, Selling is the panacea. Every master plumber 
and heating contractor has a selling job to do this year. 
With other conditions, as described above, favorable, 
the leading effort of the year should be pointed along 
selling lines. 


Attend Your The first few conventions of the 


* year are over. Many more are to 
Conventions come before the big annual con- 
ventions of the national organizations. Business men are 
more and more relying on trade associations for business 
helps. And at these conventions the opportunity to re- 
view activities and inaugurate new, progressive plans to 
make associations even more helpful is greater than at 
any other time of year. Every association member, there- 
fore, should plan to attend his association’s convention. 
The addresses, the papers read, the discussions and the 
renewing and making of friendships not only compen- 
sate for but pay dividends on the time missed from 
business. Indeed, they are business. 

As we have mentioned before in these columns, it is 
the aim of President Wilson, of the National Association 
of Master Plumbers, to make 1927 the greatest associa- 
tion year in the history of the industry. Convention at- 
tendance is going to be one of the gauges for measuring 
association success when the year is over. In convention 
it is possible to attack the problems of the industry in 
“mass formation.” 








*. 
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End of condenser pipes in the background with switching control appa- 
ratus for the large compressor motors to right and left directly under 
the condensers. In the foreground right, the side of the air washer 
and air cooling apparatus with refrigerating pipe connections and 
headers grouped centrally on the wall of this chamber, the refrigerated 


water circulating pump and header with distributing pipes entering 


top of wall of this chamber are shown 


Cooling a Los Angeles Theater 


HE REFRIGERATION installation in the Orpheum 
theater, Los Angeles, California, is said to be the 
largest of its kind west of Kansas City. It is spoken 
160-ton, carbon dioxide refrigeration system. 
Carbon dioxide, which many are most familiar with in 
the cooling of their summer drinks, is used in this theater 


of as a 


to keep its occupants comfortable in warm weather. 

Carbon dioxide is non-odorous and non-explosive and 
boils at 124 degrees below zero F. at atmospheric pressure, 
hence its value for use as a refrigeration medium. 

The illustrations herewith show parts of the refrigera- 
tion system,—the electrically operated compressors and 
condenser units. The illustration showing the spray on 
the roof of the theatre is a part of the cooling process. 
Including the pipe in the cooling coils there are nearly 
three miles of piping in the installaton. 

A complete cycle of the operation of the system consists 
of compression, condensation and cooling, the same mate- 
rials, the carbon dioxide and the water which washes and 
During this 
process it is necessary that the water be cooled and 
aerated. This is accomplished by piping it to the roof 
above proscenium of the theater, where it is forced into 


cools the air, being used over and over again. 


the air through the nozzles of four sprays which are led 
from the feed pipe which lies horizontally above the roof. 
By means of these sprays the water is atomized and cooled. 
It then falls back upon the roof and is returned through 
a pipe into the reservoir in the basement, ready to begin 
its round once more. 

The spraying of the water on the roof provides an addi- 
tional cooling effect to the theater below. Between the 
ceiling and the roof of the theater there is a sort of attic 
which is some 12 feet in depth. The temperature of this 
attic is lowered several degrees by the water which flows 
over the roof above it. 

The equipment consists of a mechanical ventilating 
system and a heating unit, boilers, direct radiation from 
concealed and exposed radiators at those locations subject 
to extremes of cold, heating radiators at a point where 
the air is drawn into the building and heating units which 
heat the air after it has been treated. 


THE VENTILATING SYSTEM 
AXHE PARTS of the mechanical ventilating system are 
‘T (1) a main intake duct and air washer where the air 
is drawn through water sprays; (2) a motor-driven fan or 








Jan 


blo 
twe 
fee’ 
ute 
car 
the 
op 
thr 
to 
the 
bui 
of 
pac 
duc 
rec 
the 
for 
wa 
pul 
noz 
flec 
ext 
the 
rad 
bef 
wa 
aft 
for 
the 
dis 
tile 
thr 
hes 
ere 























January 22, 1927 


blower of capacity to handle 
twenty-five to thirty-five cubic 
feet of air per person per min- 
ute; (3) distributing ducts to 
carry the air to all parts of the 
theater; (4) exhaust ducts with 
openings evenly distributed 
throughout the theater leading 
to an exhaust fan situated in 
the upper part of the theater 
building and having a capacity 
of about 75 per cent of the ca- 
pacity of the main blower; (5) 
ducts to provide for a partial 
recirculation of the air in the 
theater through the air washer 
for re-treating; (6) an air 
washer with water circulating 
pumps and equipped with spray 
nozzles overhead; (7) metal de- 
flectors known as eliminators to 
extract excess moisture from 
the air; (8) with two sets of 
radiators for heating the air 
before it is treated with the 
water for tempering the air 
after treatment, and (9) space 
for the cooling coils over which 
the water is distributed from 
distributor troughs. The ven- 
tilating equipment is used 
throughout the year with the 
heating as well as the refrig- 
erating system. 
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The spray pond on the roof of the theater. The heated water coming from the condensers 
is sprayed into and is cooled by evaporation 

















The compressors—their function is to pump the carbon dioxide vapor generated in the cooling coils that are located in the 
air washer, compressing this vapor and delivering it at high pressure and high temperature into the condensers 
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THE REFRIGERATING SYSTEM 

HE REFRIGERATING plant consists of (1) gal- 
pore pipe coils closely nested in which the re- 
frigerant, carbon dioxide, is evaporated by the transfer of 
heat from the water sprayed over them, this water in turn 
being heated; the air that is drawn through the water is 
dehumidified both as it is distributed through the coils 
and through the spray wall; (2) piping connecting the 
coils to the suction ports of the compressor cylinders; 
(3) carbon dioxide compressors as illustrated driven by 
motors directly connected to these compressors; (4) pip- 
ing to connect compressor discharge ports with the con- 
densers which are. made by welding the smaller pipe 
within the larger pipe, the compressed hot gas flowing 
between the pipes and the heat taken out of it by water 
flowing in the opposite direction through the inner pipes. 
In this part of the apparatus the vapor again becomes 
liquid and flows by gravity into the container known as 
the (5) liquid receiver. From the liquid receiver, con- 
necting piping carries the liquid carbon dioxide to a reg- 
ulating valve allowing it to pass into the cooling coils to 
be re-evaporated, which completes what is known as a 
refrigerating cycle. 

Numerous auxiliary devices such as (6) motor switches; 
(7) a starting apparatus; (8) motor generator exciter 
equipment necessary for synchronous motor operation, and 
(9) a refrigerating plant for cooling the drinking water 
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supplied to the various fountains throughout the build- 
ing, go to make up a complete cooling system for the 
theater. 

In addition to this apparatus there is sometimes in- 
stalled, as is the case with the Orpheum theater of Los 
Angeles, a spray pond on the roof of the theater where 
the heated water coming from the condensers is sprayed 
into the air and, by evaporation, is cooled to within four 
to six degrees of the wet bulb thermometer temperature 
of the air. The spray pond equipment includes pumps 
for circulating the water. 

It is this spray pond where the danseuse is shown in 
the photograph taking a bath. The bath probably was in 
water spray ranging in temperature at the start about 
92 deg. and at her feet about 80 deg. 

During the summer months it is easily possible to main- 
tain the theater temperature at 15 to 20 deg. below the 
outside atmosphere temperature with a humidity condition 
so low as to be excessively cool, but by means of auto- 
matic control of the recirculated air and the temperature 
of the air and water during the treatment of the air 
through the air washer, the humidity condition is main- 
tained at a comfortable condition for all who attend the 
theater. 

The refrigerating plant in the Orpheum theater was 
installed by Berry E. Dunn & Co. of San Francisco and 


. Los Angeles, California. 


Plan Big Trade Extension in 1927 


dustry is to be greatly enlarged according to a 
program for 1927 just agreed upon by leading 
manufacturers, wholesalers and contractors, The decision 
was made at a meeting in Evansville, Ind., on January 14 
of the directors of the National Trade Extension Bureau. 
Existing facilities of the Bureau, built up in the more 
than seven years since the Bureau was organized, are to 
be expanded and additional channels provided for carrying 
on trade extension work. The new facilities include a 
comprehensive national advertising campaign, a women’s 
department and a trade association service. The sales help, 
statistical and research, field force, accounting and ap- 
prenticeship services are to be enlarged. In addition, a 
test campaign is to be made in a selected city to prove 
the value of each service and determine the best method 
for carrying it through. 

At this meeting, new officers were elected. President 
Henry E. Longley of Wilmington, N. C., whose term ex- 
pired was succeeded by Albert J. Wilson of San Francisco, 
Calif., president also of the National Association of Master 
Plumbers. A. M. Maddock of the Thos. Maddock’s 
Sons Co., Trenton, N. J., was re-elected vice president. 
A. B. Pierce of the N. O. Nelson Mfg. Co., St. Louis, Mo., 
was re-elected treasurer. William G. Bergner of Evans- 
ville was re-elected secretary. William J. Woolley, former 
manager of the Bureau, continues as honorary vice presi- 
dent. President Wilson will announce his committee ap- 
pointments shortly. 

As announced after the special meeting in Chicago last 
October, the bureau is to be moved from Evansville, the 
new headquarters to be in St. Louis. 

A statement prepared by a committee composed of 
Walter J. Kohler, president of the Kohler Co., Kohler, 
Wis., H. W. Seymour, general sales manager of the Crane 
Co., Chicago, Ill., and Samuel F. Wilson, Newark, N. J., 
past president of the National Association of Master 
Plumbers, under the heading of “Enlarged program of the 


je extension in the plumbing and heating in- 


plumbing and heating industries for trade extension’’ fol- 
lows: 

“The program provides for an increased administration 
force. 

“An enlargement of sales helps and publicity including 
a comprehensive national advertising campaign. 

“A more complete research and statistical department. 

‘“‘A women’s department to co-operate with the National 
Federation of Women’s Clubs in the campaign ‘Running 
water in every American home.’ 

“A test city campaign. 

“An increased speakers bureau or field force. 

“An augmented educational trade association service 
and accounting service. 

“The apprenticeship service for the plumbing and heat- 
ing industries is to be very much emphasized. 

“A new program to provide for finances of this en- 
larged schedule was adopted and will be put into effect in 
the very near future.” 

In addition to the officers, all of whom attended the 
meeting, the following directors or representatives, at- 
tended: M. J. Beirn of the American Radiator Co., Buffalo, 
N. Y.; Joseph W. Cannon Sr., of Chicago, Ill., past presi- 
dent; W. K. Glen, advertising manager of Crane Co., Chi- 
cago, Ill.; E. J. Hartman of the Standard Sanitary Manu- 
facturing Co., Pittsburgh, Pa.; Walter J. Klie, of Cleve- 
land, Ohio, chairman of the board of directors of the 
Heating and Piping Contractors National Association; 
Walter J. Kohler and Herbert Kohler of the Kohler Co., 
Kohler, Wis.; Nelson Lawnin, of the Edwardsville Brass 
Works, Edwardsville, Ill.; Henry E. Longley, of Wilming- 
ton, N. C., past president; Thomas F. Nolan, of Albany, 
N. Y., vice president of the National Association of Master 
Plumbers; George F. Beeke, contractor, of Green Bay, 
Wis.; H. W. Seymour, general sales manager of Crane Co., 
Chicago, Ill.; V. L. Sheldon, contractor, of St. Louis, Mo.; 
B. O. Tilden, of the B. O. T. Mfg. Co., Trenton, N. J.; 
Samuel F. Wilson, of Newark, N. J., past president. 


















































Wyoming Leader for 1926-27 Term 
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R.S.Murphy 
CASPER WYO. 
President, Wyoming 
eMaster Plumbers’ cAssociation 


1926-27 








Wyoming is noted for the fine horses it raises. The scene shows the “breaking” of a horse during the annual Round-Up 




















Secretaries’ Conference Held at Evansville 


Presidents and Secretaries of State and Local 
Associations Discuss Organization Problems 


HE fifth annual conference of Presidents and Sec- 
| retaries of state and local plumbing and heating 
associations which was held at Evansville, Ind., ‘on 
January 11, 12 and 13 under the auspices of the Trade 
Extension Bureau was, in the opinion of the delegates 
attending, one of the most successful thus far held. The 
numerous talks and papers were of an unusually high 
caliber and covered problems of real interest and impor- 
tance to the industry. The general discussion that took 
place following each topic was entered into by almost 
every delegate and did much toward bringing about a 
helpful interchange of ideas. 

One point that was especially stressed was the value to 
be gained by contractors in working with the General 
Federation of Women’s Clubs through their local and 
state associations and individually. The discussion that 
followed the talk by Fred Fleishauer, manager, Buffalo 
(N. Y.) Master Plumbers’ Association, on association ad- 
vertising was extremely lively and brought to light many 
suggestions for the delegates to carry home with them. 
Another point which received a great deal of attention 
was the tendency on the part of some wholesalers to extend 
unwarranted credit to contractors. This, it was felt, was 
one of the underlying reasons for a number of the indus- 
try’s problems. 

Thomas F. Nolan, Albany, N. Y., vice president, National 
Association of Master Plumbers, was chairman of the 
conference and presided at all the meetings with the ex- 
ception of a part of the second afternoon when his presence 
was needed at a directors’ meeting. During Mr. Nolan’s 
absence, the chair was taken over by Harry M. Hart of 
Chicago, president, Heating and Piping Contractors Na- 
tional Association. 


TELLS OBJECTS OF CONFERENCE 

weer G. BERGNER, secretary-manager of the 

National Trade Extension Bureau and one of the 
early speakers, talked on the objects of the conference. 
He said it was a training school for men engaged in 
secretarial work in the industry and a place for the inter- 
change of ideas. The one outstanding purpose in attend- 
ing the conference is to secure information that will 
enable the respective associations to operate more effec- 
tively, said Mr. Bergner. 

He pointed out that a secretary was in reality a keeper 
of records and that in his opinion the proper name for 
the secretary of an association was manager or secretary- 
manager. He added that he hoped a resolution would be 
passed at the conference to that effect. Mr. Bergner said 
that it was absolutely essential for a manager or secretary- 
manager to have a clear insight into the plumbing and 
heating business in order to be of the greatest service to 
the members of his association. 

In speaking of the Trade Extension Bureau, he said 
that it was nothing more than an institution which stands 
for good sound business management. It will become 
more efficient as people learn its objects. The Bureau, he 
feels, wants real constructive criticism. Mr. Bergner 
asked the delegates to study the workings of the Bureau 
and to make suggestions. 


QUALIFICATIONS OF AN ASSOCIATION MANAGER 

NE of the most interesting talks was that of A. R. 
QO Herske of Cleveland, Ohio, association manager, 
Heating and Piping Contractors Cleveland Association. 
Mr. Herske’s subject was ‘‘The trade association a busi- 
ness institution.” He stressed the point that in the plumb- 
ing and heating industry today an overwhelming lack 
of sound business knowledge exists. In selecting its offi- 
cers, an association seldom stops to consider whether the 
man is capable of handling the work of the organization, 
said Mr. Herske. Too often, the men selected are those 
who have attended meetings regularly and really have no 
qualifications except loyalty to the organization. Those 
men who are looked upon as successful business men are 
the ones needed as leaders in the associations. The time 
has come, he felt, to select secretaries for their past ac- 
complishments. The secretary must in every sense of the 
word be a manager. He must be able to give advice on 
general business problems as well as those pertaining to 
the plumbing and heating industries. While social atmos- 
phere is essential it alone breeds no dollars and cents, 
Mr. Herske added. 

Mr. Herske pointed out that financial gain should never 
be used as a selling point to bring new members into an 
association. They should learn from the beginning that 
the results of an association membership are absolutely 
intangible. 

Mr. Herske said that business must secure more from 
its trade associations or the latter will lose their members. 
He pointed out that before the Trade Extension Bureau 
was formed little sales effort was put forth by the average 
contractor, and even now some do not attempt to sell. He 
concluded by stating that to make a success of the busi- 
ness, contractors must contribute to those organizations 
which are working for their benefit. 

Louis Braun of Chicago, secretary, Chicago Master 
Steamfitters’ Association, raised the question as to how 
the things suggested by Mr. Herske could be accomplished. 

Mr. Herske, in replying, said that the establishment of 
a credit bureau is one of the best methods of procuring 
such results. An even more effective way is for a man to 
disregard the advice of the association manager and get 
himself in trouble and then to have to come to the secre- 
tary to get out of the trouble, said Mr. Herske. 

William J. Lang of Chicago, national director, said that 
he believed it would be a good thing for the National 
Trade Extension Bureau to organize a department for the 
education of secretaries, or association managers, as they 
should be called. 

R. G. Thomas, of San Antonio, Tex., president of the 
Associated Master Plumbers of Texas, stated that in his 
state the secretary is started at a salary of $225 a month, 
and this is increased according to the work produced by 
the secretary. He pointed out that in three months’ time, 
the Fort Worth secretary received four advances in salary. 

John J. Vogelpohl, Cincinnati, Ohio, national director, 
stated that from all reports, other trade organizations in 
the country are not sailing along without difficulties and 
that the leaders of the various master plumber organiza- 
tions measure up to those of other associations. 
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Albert J. Wilson of San Francisco, California, president 
National Association of Master Plumbers, spoke briefly on 
“A business problem we must deal with.’’ Mr. Wilson 
said that every man is allowed a certain amount of over- 
head and that it was up to the secretary to convince mem- 
bers as well as non-members that they can attend asso- 
ciation meetings at a profit. He said that the dues 
should be considered by the members as a part of their 
overhead. 


EXPLAINS BUFFALO ASSOCIATION ADVERTISING 
R. FLEISHAUER addressed the meeting on associa- 
M tion advertising. Mr. Fleishauer said that the 
Buffalo association attempted a campaign of advertising 
in 1921, and the committee in charge felt that this was 
rather an easy task as long as funds were available. They 
also thought that any man connected with a daily paper 
would be the very man to assist in drawing up the adver- 
tising. Advertisements were run about every other day. 
The engravings used in connection with the advertisements 
were obtained from various manufacturers. After several 
months of experimenting, the members awoke to the fact 
that they, as amateurs, were not fitted by experience or 
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to bind themselves to support more than one campaign. 
On the other hand, Mr. Fleishauer added, it is absolutely 
necessary that those who do agree to co-operate in the 
campaign go through with it. The Buffalo campaign is 
both conservative and carefully planned and is largely edu- 
cational, said Mr. Fleishauer, but it is also intended to sell, 
and it is doing so successfully. Naturally replacement busi- 
ness, as the most susceptible tu an appeal ofthis character, 
is being stressed. 

B. Y. Kinzey, secretary, Richmond, Va., Master Plumb- 
ers Association, said that the old theory that the results of 
good will advertising could not be checked did not hold in 
the case of his association. The Richmond association has 
carried on such a campaign and the results have been very 
evident, said Mr. Kinzey. In the campaign an effort was 
made to take full advantage of the local advertising of a 
number of large manufacturers, according to Mr. Kinzey. 

SUGGEST PLANS FOR TRAINING ASSOCIATION 

MANAGERS 
M* BERGNER, in replying to Mr. Lang’s suggestion 
that a training school for secretaries be established, 
said, in part, ‘‘We can not pick up men competent to handle 
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ability to direct the presentation of their ideas so as to 
make a success of the campaign. 

One of the essentials of any co-operative advertising 
campaign is to be certain in advance that it will be carried 
out according to plans and not wind up ignominiously in 
the middle of its career, due to the defection of some of 
its supporters who are unwilling to go farther. 

The Buffalo association, according to Mr. 
started a second advertising campaign last May, which is 
still in progress. The plan was inaugurated at a regular 
joint meeting of 11 members of the association and 11 
heads of supply houses, who meet monthly. After some 
discussion on the subject, it was decided to run a six 
months’ campaign at a cost of $3,000, the supply trade to 
put up $2,000 and the plumbers $1,000. From the first 
experience, said Mr. Fleishauer, they were convinced that 
outside, experienced talent must be in control. Hence the 
association got in touch with the Trade Extension Bureau 
and with advertising experts. The committee learned in 
advance what the campaign should include and exactly how 
much it would cost. It is not necessary for the members 


Fleishauer, 


secretarial work properly and to know the many important 
business problems connected with association work until 
they have first made a study of the problems common to 
all associations, and learn how they have been success- 
fully handled.”’ 

Three possible methods are available through which 
prospective secretaries may receive effective training, said 
Mr. Bergner: First, by establishing a professorship in 
some well known college or university. The instructor 
could make studies of various association problems, work 
out practical operating methods and secure material for 
study by secretaries who want to learn the fundamentals 
for successfully conducting association affairs. 

The second method would be for prospective secretaries 
during the summer months to attend the Northwestern 
University school at Chicago, for trade organization secre- 
taries, which course covers in a practical manner, prob- 
lems peculiar to all trade organizations. 

The third method would be for the Trade Extension Bu- 
reau to prepare a course of instruction and hold classes in 
the Bureau, under the direction of the various department 
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managers, along the lines of their special work. Here ac- 
tual problems could be presented and discussed. Then the 
practical method of procedure, as it has been carried out, 
could be explained and developed. 

Henry B. Gombers of New York City, secretary, Heating 
and Piping Contractors National Association, stated that 
he knew several men who had attended the secretarial 
course at Northwestern University and, in his opinion, it 
offered a good opportunity for any man to make himself 
of more value to his association. 


SUGGESTS CO-OPERATION WITH WOMEN’S CLUBS 


HE advantages of working with the General Federa- 
{pee of Women’s Clubs was the subject of a talk by A. 
P. Eberlin, director of the statistical department, National 
Trade Extension Bureau. Mr. Eberlin said that the plumb- 
ing and heating industries now have an opportunity to 
expand sales. The General Federation of Women’s Clubs 
has adopted as its slogan “Running water in every 
American home,’”’ which means that more and better 
plumbing and heating in the home has been made the offi- 
cial concern of the federation. 





Top picture, left to right: E, E. Pfister of Houston, Tex., sec- 
retary, Associated Master Plumbers of Houston; R. G. Thomas 
of San Antonio, Tex., president, Associated Master Plumbers 
of Texas; John R. Denning of Fort Worth, Tex., secretary, 
Associated Master Plumbers of Fort Worth.—Lower picture: 
James J. Lutz, Jr., of Harrisburg, Pa., president, Pennsylvania 
State Assvciation of Master Plumbers; H. W. Hammersla of 
Harrisburg, Pa., secretary, state association; John A. Quinn 
of Philadelphia, chairman, apprenticeship committee, National 
Association of Master Plumbers; H. B. Lentz of Philadelphia; 
L. J. Spaeder of Erie, secretary, Erie association; Mack Snively 
of Pittsburgh, president, Pittsburgh association 


Mr. Eberlin went on to say that the federation recently 
concluded a national home equipment survey, covering 
nearly eight million families. It found that approxi- 
mately 4,000 incorporated towns of under 5,000 population 
in the United States are without public water supply. It 
also found that more than 40 per cent, or about 8,500 
incorporated towns, have no public sewer systems. Some 
of these sewerless towns have populations of 5,000 to 
10,000. Bathtubs, flush toilets and heating systems were 
found to rank much lower numerically than the automo- 
bile, radio and telephone. 
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The board of directors of the National Trade Exten- 
sion Bureau, said Mr. Eberlin, by formal resolution re- 
corded its sympathy with the aims and purposes of the 
general federation, and recommended to congress that 
such information lately collected by the general federation 
concerning the equipment of American homes, be obtained 
by authorization of law periodically by the census bureau; 
also that home making be recognized as an occupation, and 
the home as a place of industry by proper classification in 
the census. 

Mr. Eberlin concluded his talk by suggesting that the 
delegates get in touch with their local or state Women's 
clubs and endeavor to map out a co-ordinate program of 
action. 

John A. Quinn of Philadelphia, Pa., stated that in his 
home city the association is giving the Women’s Club its 
whole-hearted support. Mr. Quinn said that in his opinion 
it was something that should be done by every state and 
local association, as the women will be a great factor if 
they will co-operate in this work. 


DISCUSS PROGRESS IN APPRENTICESHIP PROGRAM 

OHN A. QUINN of Philadelphia, Pa., chairman of the 
J apprenticeship committee of the National Association 
of Master Plumbers, told of the work done along these 
lines since the movement was sponsored at the national 
convention in 1921. Mr. Quinn spoke of the demand for 
trained mechanics that has been present in the industry 
ever since the beginning of the master plumbers’ organi- 
zation. He stated that the work was not receiving the sup- 
port it deserved from master plumbers and steamfitters, 
but that journeymen and municipalities were doing every- 
thing that could be asked of them to help the work along. 

George F. Roser of Louisville, Ky., secretary of the 
Louisville association; W. L. Clucas of St. Louis, Mo., past 
president, St. Louis association; Walter J. Klie of Cleve- 
land, Ohio, president, Heating and Piping Contractors 
Cleveland association, and Charles D. Harris of Chicago, 
told of the work being done in their respective cities in 
educating boys to become competent mechanics. 

S. Lewis Land of the Trade Extension Bureau told of 
the plans of the apprenticeship department of the bureau 
for 1927. He said that the program outlined by Mr. Bow- 
man, who was formerly in charge of that department, would 
be carried out and expanded. Mr. Land stressed the im- 
portance to the industry of educating more and better 
skilled mechanics. 

M. J. Biern of the American Radiator Co., Buffalo, N. Y., 
said that in his opinion the biggest question which con- 
fronts the trade associations in the plumbing and heating 
industries at the present time is that of installment sell- 
ing. The attitude of the average plumbing and heating 
contractor toward installment selling is rather difficult to 
understand, said Mr. Biern. Many have no real argument 
against it other than that it is somewhat complex, and in 
some instances they are disposed to condemn it as being 
unsound and uneconomic. He said if either of these rea- 
sons were true or based on actual conditions, it might be. 
well worth while to argue them; but experience tends to 
prove that conditions are quite the opposite and the views 
expressed by those who “view with alarm” are without 


foundation. 


ADVOCATES TIGHTENING OF CREDITS 
Te oe aa J. KLIE of Cleveland, Ohio, president, Heat- 
ing and Piping Contractors Cleveland Association, 
spoke of the tendency of wholesalers to extend unwar- 
ranted credit to contractors and added that he believed 
this to be one of the greatest detriments to the plumbing 
and heating contractor. Mr. Klie pointed out that there 
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are ouly three major items of cost on a job—namely, ma- 
teria!, labor and overhead. If a contractor consistently 
turns in low bids he has only one ‘“‘cushion”’ to fall back 
on and that is his credit, and it is up to the jobber to re- 
move this ‘‘cushion.”’ 

Let a wholesaler be a wholesaler and not a contractor; 
let every contractor know how to figure his costs; remove 
the artificial economic restraints—this was Mr. Klie’s part- 
ing advice to the delegates. 


OUTLINES PLANS FOR NATIONAL CONVENTION 

M. J. LANG of Chicago spoke briefly of the plans for 
W tte 1927 convention of the National Association of 
Master Plumbers, at Minneapolis, Minn. Mr. Lang is in 
charge of the exhibit space for the second successive year. 
He said that last year’s convention at Louisville, Ky., was 
the largest ever held, both from the standpoint of at- 
tendance and the returns from exhibit space. 

Mr. Lang pointed out the difficulty experienced each 
year in getting men from the small towns and cities to at- 
tend the national convention and asked the support of 
the secretaries in attracting such attendance this year. 

He outlined the entertainment side of the program as 
follows: Monday night, reception; Tuesday night, dedica- 
tion of Minneapolis auditorium and vaudeville show; 
Wednesday night, an athletic stag in the exhibit rooms; 
Thursday night, the grand ball at the auditorium; Friday, 
an automobile trip and lunch. The entire band of the 
Kohler Co. will be on hand to provide music, and there is 
also a chance that the Standard Sanitary Manufacturing 
Co.’s band will be present. ? 

Mr. Lang said that one of the hardest things to do in 
connection with the national convention was to raise the 
money for the entertainment. So far about $13,000 has 
been raised. He said that he is going to suggest a resolu- 
tion at the Illinois convention to be presented to the na- 
tional association that a registration fee of $10 be levied 
on each delegate. Another resolution that Mr. Lang said 
he planned to submit at the Illinois convention, is that the 
final decision on the place of the national convention be 
left to the board of directors. He explained that this re- 
sulted from no dissatisfaction on his part on the selection 
of Minneapolis for the 1927 convention. He explained, 
however, that if the place selected by the members is not 
iron-bound, a better bargain can often be driven with the 
officials of the city selected’ by the delegates. Mr. Lang 
pointed out that a $10 registration fee would cut down the 
number of strangers who intrude on the entertainment fea- 
tures and, naturally, help to run up the expenses. 


PLANNING NEW CODES 

OHN J. VOGELPOHL of Cincinnati, Ohio, president 
J Cincinnati Master Plumbers Association, and past na- 
tional president, talked briefly on the need for proper plan- 
ning in establishing codes. He spoke of the early days in 
the business when secretaries were usually master plumb- 
ers who understood the code, and of the change in condi- 
tions today. Mr. Vogelpohl pointed out the wonderful 
opportunities the secretaries had of spreading the proper 
information among the various civic and social clubs if 
their locality was in need of a new code. He concluded by 
saying that it is the duty of the plumber to see that all 
safeguards are given people in isolated districts. 


PRES. ALBERT J. WILSON EXPLAINS USE OF 
NATIONAL SHIELD 
ICTOR L. PEAVY of Milwaukee, Wis., field secretary, 
Milwaukee state association, raised the question as to 
how permission can be secured to use the shield of the 
National Association of Master Plumbers. 
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President Albert J. Wilson of the National Association 
of Master Plumbers, stated that the national association 
had no objection to the locals using the shield. Mr. Wilson 
said that he wished all master plumbers would make use 
of the shield on their trucks, envelopes, letter-heads, and 
in every way possible, as it advertised the national asso- 
ciation. He pointed out, however, that it was not permis- 
sible to change the shield in any way whatever, as this 
would be a violation of the by-laws of the national asso- 
ciation. 

John R. Denning, secretary, Associated Master Plumb- 
ers of Fort Worth, Texas, stated that it is a rule of that 
association that every member use the national shield on 





Top picture, left to right: Thomas F. Nolan of Albany, N. Y., 
vice-president, National Association of Master Plumbers; Al- 
bert J. Wilson of San Francisco, Calif., president, National 
Association; Henry E. Longley of Wilmington, N. C., past 
national president and national director; Alexander Coleman 
of San Francisco, Calif., secretary, National Association; John 
J. Vogelpohl of. Cincinnati, Ohio, national director and past 
national president.—Middle picture: A. R. Herske of Cleveland, 
Ohio, association manager, Heating and Piping Contractors 
Cleveland Association; Edward F. Bohm of Cleveland, secre- 
tary, Cleveland Master Plumbers’ Association.—Bottom pic- 
ture: William F. Henderson of Gary, Ind. president, Gary 
Society of Sanitary and Heiuting Engineers; J. H. Daniels of 
Gary, president, Indiana Society of Sanitary Engineers; Frank 
Irish of ‘Indianapolis, president, Indianapolis Merchant Plumb- 
ers’ Association; J. E. Withers of Gary, secretary, Gary Society 
of Sanitary and Heating Engineers; J. A. Gallivan, of Muncie, 
Ind, 


his envelopes, letter-heads, trucks, and also on buildings 
where he is doing work. In pointing out the value of the 
national shield, he cited the case of a man in Fort Worth 
who had built a bungalow. When the plumber finished his 
work and prepared to remove the shield, the owner asked 
the plumber to leave the shield on the building until it 
was sold, as he considered it one of the best factors to 
be used in selling the house. 
(Continued on Page 40) 
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Making Good in Australia 


The story of a successful Australian business, as 
told by one of the members of the firm, 


with a brief introduction by 


MILT MARVELS 


tionery of Watson Bros., Ltd., of Brisbane, which is 

*way around on the other side of the earth, in Aus- 
tralia. The letterhead interested me.- It was good look- 
ing; and, what was more important, it was a definite bit of 
merchandising. The words ‘Sanitary Engineers’ appear 
prominently, and the letterhead is well-designed so that 
those words are read in a vefy good atmosphere. Down 
the left-hand margin is a list of the products they handle, 
and some remarks concerning their services. 

I couldn’t go to Australia, although I felt that behind 
that letterhead was a good story. I don’t remember just 
what it was that made it impossible for me to go “out 
there,’ as the English always refer to a trip to Australia. 
I think my other suit was at the cleaners. 

However, I sent a letter to George Watson, who signs 
himself “Managing Director.’”’ I told him about my mer- 
chandising stories concerning successful master plumbers 


GS icn MONTHS ago a letter came to me on the sta- 
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and heating contractors here in our own U. S. A. I told 
him what we hoped to accomplish by such stories; and I 
told him I thought we might all learn something from 
the story of the company with which he is connected. 

Well, you don’t get a reply from Australia by return 
mail. But when it did come, it was worth waiting for. 
And along with it came a nice collection of photographs. 
I have made a careful selection and have tried to have the 
pictures show the history of the company’s growth, as Mr. 
Watson’s story, which we are producing below, tells of it. 
On the cover you will find three pictures showing three 
types of buildings which the company has occupied. The 
little shack dates from 1870 to 1877, when Brisbane was 
young. The others are later, of course, and give some 
idea of the growth of the company’s business. 

Because I wasn’t on the ground, I’m going to give you 
Mr. Watson’s story in his own words. You'll find it inter- 
esting, I know. Here it is: 
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_ GETTING STARTED IN AUSTRALIA 

HE plumbing business was originally established in 
§ oon Scotland, in the year 1852, by George Wat- 
son (grandfather of the present Governing Director J. 
Francis Watson, and Managing Director Geo. Watson). 
After carrying on for ten years, he came to Queensland 
with the intention of taking up land, but on arrival here 
he observed that there was a good opportunity for open- 
ing up at his trade in Brisbane, so he decided to stick to 
plumbing, and the family has stuck to it ever since. Bris- 
bane at that time was little more than a village, and the 
principal thoroughfare, which is now Queen street, a track 
through which the coaches and bullock teams used to 
drive, there being no railway communication at that time. 
Although only a small place, there was always sufficient 
work offering to keep the plumber busy, as the village was 
steadily progressing. This steady progress continued and 
on several occasions he found it necessary to move to 
larger premises to be able to cope with the extra work. 

The year 1887 saw the building of the present commo- 
dious home of the firm and shortly afterwards the branch- 
ing out into general hardware merchants. By this time 
the founder of the firm had passed away and the business 
was carried on for a number of years by his four sons, 
under the name of Watson Bros., until the death of two 
of the brothers and the retirement of the third, leaving 
the business in the hands of George Watson (eldest son of 
the founder), who died in 1923. 

Under his capable management, the firm made rapid 
progress, and the plumbing work of practically every new 
building, which was erected in Brisbane at this period, 
was done by our firm. Two very notable buildings which 
were completed during this period were the Treasury 
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Building and the Government Printing These 


buildings are, even at the 
the finest of their kind in the commonwealth. 


Office. 
7 


present day, considered to be 


A GROWING RETAIL BUSINESS 


street 


N 1909 a retail plumbing supply and hardware estab- 
Queen (the leading 


later years this became 


lishment was opened in 
thoroughfare of the city), but in 
too small to handle increasing business. 
were purchased and remodelled. 
Notable events during the late Geo. 
were in the year 1892-3, during his occupancy of mayoral 
floods 
to property, 


Larger premises 


Watson’s career 


chair of the city, the devastating floods. These 
caused considerable loss of life and damage 
and he was instrumental in organizing the general schemes 
of relief, which had the endorsement of the then existing 
government. Our present premises also suffered consid- 
erably during the flood period, the water standing as high 
as sixteen feet in the building. 

In the year 1914, there was the flotation of the firm into 
a limited liability company: the present board of directors 
consists of J. Francis Watson (governing director), George 
Watson (managing director), D. Gammie (works fore- 
man), G. J. B. Johnstone (sales manager), and John G. 
Gordon (secretary and accountant). In this year also the 
firm carried out the necessary alterations to approximately 
90 per cent of the vessels which were converted into troop- 
ships in this state. This work was carried out with such 
promptitude and care that we received the congratulations 
of both the Naval Office and the Defense Department for 
our attention to their instructions. 

In 1918 our workshop premises, which were situated at 


(Continued on Page 45) 
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They do a big hardware business—but it doesn’t ke cp 
business, too 


them from doing a fine plumbing and heating 








Advertising Editorial 
A NEW ONE EVERY WEEK—No. 253 





A friend of the children’s 


—the plumbing and heating man 


EALTHFUL conditions in the home rest 

to a great extent on the work of the 

plumbing and heating man. His is the 
responsibility for delivering water from the city 
mains, protecting it against pollution, and quickly 
and efficiently disposing of the waste products. 
For the cold months, his heating plant keeps the 
house at the proper temperature. These aré mat- 
ters of great importance, particularly when there 
are children in the home. 





The chil- 
dren, as 
well as the 
grown - ups, 
will appre- 
ciate “The 
Story of the 
Bath.” Ask 
for a_ free 
copy. It isn’t 
advertising. 


(In this space your Name, 
Telephone, and 
Address ) 








Keeping the Public Sold 


N ORDER that efforts to sell specific jobs or products may be most 
I successful, it is necessary that the buying public from time to time 
gains a better understanding of the man who furnishes the job or the 
product, and just what his work accomplishes for the community. 
Here’s another “good will” advertisement. Make sure that your sales 
efforts are not hampered by any lack of friendliness. Use the copy on 
this page. Single cut 35c. A series of twelve different illustration cuts, 
$4.20. Send in your order today. 

You can also use the copy on this page for circulars, stuffers, etce., 
without the illustration. 
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ALES LETTER 
One a Week—No. 90 





The letter below is also a “good will’’ let- 
ter. It is meant to carry on the educational 
work of the Advertising Editorial and the 
Adlet. Send it to your list of prospects, 


BROWN 
Heating 
Two Rivers, N. Y., 
January 22, 1927. 


joH N 


Plumbing 


Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Measured by the object aimed at, and the 
number of years his products serve without 
replacement, the plumbing and heating man 
may really be considered as a guardian of the 
health of the community. 

His is the responsibility for delivering 
water from the city mains, protecting it 
against pollution, and quickly and efficiently 
disposing of the waste products of the home. 
It is obvious that these are matters of prime 
importance in maintaining healthful condi- 
tions about the home. 

In his.capacity as a heating engineer it is 
his responsibility to furnish the home with 
even temperature through the cold months 
in order that, particularly where there are 
children, there may be no great fluctuations 
to cause danger from colds, etc. 

We suggest that you consult your plumbing 


and heating contractor when you plan to- 


build or remodel. 
: Very truly yours, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 111 


TSE the Adlet, too, to carry on this campaign 
U for good will. Then you will have three 
separate efforts, each stressing the same or 
similar thoughts, all working together to pro- 
duce the friendly result desired. The space for 
the Adlet is small. Have your paper run it 
every day next week. Just copy out the Adlet 
below, add your name, telephone and address 
and hand it to your local newspaper. 











Consult Your 
Plumber | 


If you plan to build a new home, or 
to remodel, you will find it advanta- 
geous to consult your plumbing and 
heating contractor for specialized ad- 
vice, 
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Thos. Devlin Mfg. Co. 


Owned by &. S&S. Fretz, Jr., & Co. 


23rd St. and Sedgley Ave. 
Philadelphia 








Mention Domestic ENGINEERING when writing advertisers. 
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J. W. MORRIS & CO. 


STEAM. HOT WATER AND VAPOR HEATING 


ILOMATIC 
Olt W 


FORT WORTH, TEXAS, 


June 25-1926 pette: 
American Radiator Co. On 
Ch . 
Tllincis. work 
Gentlemen: Sir 
Re ding to your letter, our recent order for b 
two bunt yee seventy sax Arco Packiess Radiator Valves did n 
with our name on the dial, is not for any particular - 
dailding, but is a stock order. Ther 
turdy, 4 looking, permanent Valve re- conti 
oueninn oe rth br eae ae Radiator Valve should be in 
every particular. In our opinion it is the best Valve the 1} 
for any progressive Heating Contractor to use, and in 
the long run it ie the cheapest too. such 
We consider that having our name on each Valve . 
makes the installation a certified trade-merk job. It for 
eontinaously announces that we do heating thet we are W 


proud of. It is a dignified, permanent advertisement in 


space thet could not be purchased at any price. — 
is a 


We shall not hesitate to tell you that you may 
































expect considerable Valve business from us because we coun 
Se sartouitta: tat staat om 
With us the Valve problem is settled. sign- 
W 
Yours very traly, a 
J. W. Morris & Co., one 
. a un 
7™/Pe. vy. TY 
thin: 
ing 
—— code 
Ir 
* . ® « enti 
u1iain Ne Yrienasnit f a 
e all « 
: play 
The ARCO Packless Valve builds lasting friends, not only for itself but for YOU, = 
the heating engineer, when you elect to have your name appear on the dial. The 
owner or tenant of the building has your name continually before him, etched 
permanently, to remind him constantly of your care for his heating comfort. 
Any future buyer of the property never has to wonder who the original heating 
bie contractor was ... for there is your name on every ARCO valve to remind him 
at) | ...and pleasantly, too, for the ARCO never requires new packing, absolutely 
HH protects floors from leaks, opens completely with one smooth turn—and it 
Ft actually adds distinguished appearance to any radiator. 
Pe i Specify the ARCO Packless Valve for all your jobs, LARGE or SMALL—Be proud 
sey of the association with your name. Or, use them for fraternity houses, lodges and 
waa ty organization buildings, carrying the insignia or name of the 
iit. organization imprinted on dial. 
Ai) ed ody A product of, and guaranteed by, The American Radiator 
it * Company, a World Institute of Heating. 
Ha? vet 
: || AMERICAN RADIATOR COMPANY 
an Ki } Seerecomminamemetts ono oat ream MARCA RERENORE ER ar SRS Nn TRS TE _ 
i wort> Bie. SPECIALTIES DEPARTMENT 4 
a EY) |*] 816-820 South Michigan Avenue Chicago, Illinois a 
HEATING Makers of ARCO VALVES and REGULATORS and 
‘ AIRID AIR VALVES 
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New York and Maite 
Plumbing Codes 


By R. M. STARBUCK, JR. 


/ Department of Commerce, under Secretary Hoover, 
undertook to use its great influence toward the 
betterment of plumbing practice, it started something. 
One of the outstanding features of the government’s 
work was the recommendation of a plumbing code. 

Simply because this was the work of the government, 
did not signify any compulsion in its adoption and use. 
There it was,—the result of earnest thought and long 
continued experiments under a commission composed of 
the best plumbing brains of the country, but often just 
such great things as this are allowed to remain shelved 
for so long that they are finally forgotten. 

We are glad to say that in this instance the situation 
is altogether different. There were many interests in the 
country that saw in this work the beginning of better 
things for the plumbing trade, that recognized it as a 
sign-post pointing the way for us to go. 

We may even recognize these recommendations of the 
government at some later time, as the starting point of 
a universal plumbing code, or something akin to it. 

The government would be powerless to force such a 
thing upon different cities and towns, as a definite plumb- 
ing code, but it went so far as to recommend a definite 
code, 

Indeed, in 1925 the government published a pamphlet 
entitled “Recommended Practice ,for Arrangement of 
Building Codes,’ which covered not only plumbing but 
all other building industries so that the part that we are 
playing is but one of the many parts that go to make up 
the whole, and it is inevitable that if properly backed by 
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the various building trades, each one of them is going to 
benefit, and the property owner also is going to partic- 
ipate in the good that is sure to result. 

We have no way of knowing how many cities and 
towns have adopted the recommended code as their local 
plumbing code, either in part or in full, but. we do know 
that there must be many such instances, and their number 
is growing. 


THE HOOVER CODE IN NEW YORK AND MAINE 

T is especially gratifying, however, to find that states 
| are beginning to fall into line, as well as cities and 
towns, and we are going to devote this article and pos- 
sibly another one, to the part that two of our eastern 
states have recently taken in the adoption of this recom- 
mended plumbing code. We refer to New York and Maine. 

We have before us a copy of the “Rules and regulations 
of the state department of health of Maine, in relation to 
plumbing work done within the state.”” This document is 
a partial duplication of the government’s recommended 
plumbing code, with a considerable number of changes 
and additions thought necessary to make the code accept- 
able to Maine plumbing practice. 

In addition to the above code, there is attached to it 
the ‘‘Rules and regulations relating to sanitation of fac- 
tories and mercantile establishments,’’ which we look 
upon as a most excellent code, and which we shall con- 
sider before completing our work on this general subject. 
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As we understand it, the provisions of this entire code 
went into effect in June, 1926, excepting that certain 
provisions concerning soil pipe did not become effective 
until January, 1927. If we are correct, and we believe 
that we are, the entire state of Maine is now subject to 
these laws. 

The state of New York has gone at the matter in a 
different manner. 

We have before us a copy of the ‘‘Standard plumbing 
code, state of New York,” published in 1925. This code 
we do not understand to be the law of the state, but that 
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Fig. 4 














Fig. 3 


its use is “‘Recommended by a joint committee represent- 
ing the New York state department of health, the New 
York state conference of mayors and other municipal offi- 
cials, and the New York State Master Plumbers’ Associa- 
tion.’’ 

The New York recommended code is also practically the 
entire code recommended by the government, with such 
additions and slight changes as are considered necessary. 

The New York standard code includes also the state 
statutes governing plumbers and plumbing, which are ex- 
cellent. These of course must be adhered to, as they are 
state law. 

The New York code also includes numerous illustra- 
tions, many of them taken from the government report. 
In Figs. 1 to 12, we show twelve of the typical plumbing 
elevations which appear in the New York code. 

The Maine code seems lacking in the matter of general 
law covering the conduct of the plumbing business, 
licenses, registration, etc. 

The government recommendation for a plumbing code is 
based on the following articles: 

1.—Definition of terms. 

2.—General regulations. 

3.—Quality and weights of materials. 

4.—Joints and connections. 

5.—Traps and cleanouts. 

6.—Water supply and distribution. 

7.—Plumbing fixtures. 
8.—Ventilation of rooms and fixtures. 
9.—-Soil, waste and vent pipes. 
10.—House drains and sewers. 
11.—Storm water drains. 
12.—Refrigerator, safe and special wastes. 
13.—-Maintenance. 
14.—-Inspection and tests. 
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It seems to us that the government recommended code 
should have included an article covering such subjects as 
registration, licensing, ete., but doubtless there were 
good reasons for not including recommendations on these 
matters. 

The New York code includes all of these matters and 
others in their first article, under the heading ‘“Registra- 
tion and licensure.’’ Inasmuch as the New York code 
seems to have covered these fundamental features in a 
very thorough manner, we think it wise to quote from it 
concerning certain points, and to make condensed state- 
ments concerning others. We believe that there is at 
this time, in various sections of the country, a large num- 
ber of cities, towns, and states, earnestly striving to get 
new plumbing laws passed or to improve old laws, and 
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Fig. 5 
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that therefore this subject will be of importance to such. 

The New York state law, which of course is compulsory, 
provides for cities that each city shall have an examining 
béard of plumbers, of five members, to be appointed by 
the mayor, two of whom shall be master plumbers of not 
less than ten years’ experience, one a journeyman plumber 
of like experience, one the chief plumbing inspector, and 
the fifth the chief engineer having charge of sewers. The 
term of office is three years, and vacancies are filled by 
the mayor. The law covers compensation for services, 
this being nominal. 

The duties of the examining board of plumbers should 
always be made a very definite matter. If this is not done, 
such a board legally is a weak thing, and very likely 
either to have much difficulty in functioning or to work 
very ineffectually. The New York law defines the duties 
of such a board clearly, as follows: 


POWERS AND DUTIES OF EXAMINING BOARD 

HE SEVERAL examining boards of plumbers 
feet have power and it shall be their duty: 

1. To meet at stated intervals in their respec- 


tive cities; they shall also meet whenever the board 
of health of such city or the mayor thereof shall in 
writing request them so to do. 

2. To have jurisdiction over and to examine all 
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Reputation Builders 
For Master Plumbers 


HETHER you install one valve, 
ten valves, or a hundred valves 


each day, each and every one has a 
direct bearing on your reputation. If it 
stands up in service and operates per- 
fectly—you get the credit. 


If, however, just one of those valves goes 
bad—your reputation for doing good reliable 
work is greatly affected. Why take even one 
unnecessary chance? - 


O-B Valves are built for those who are tired of 
taking unprofitable risks. They are built for 
those who cherish good reputations and want 
to enhance them. 


Ask your Wholesaler to tell you about O-B 
Globes and Gates—and the complete line of 
O-B Valves. Or write us direct for detailed 
particulars. 
Ohio Brass Company 
Mansfield, Ohio 
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O-B No. 20 Line Flexitite 
Disc Gate Valve 
(Patented) 





O-BNo.21 Line RisingStem 
Flexitite Disc Gate Valve 
(Patented) 
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A few of the typical 
Square “‘Gee”’ fittings 
used on the installa- 
tion pictured above 
are illustrated here. 


ROM 4a strictly pocket-book 

standpoint the use of good 
fittin’s on all your jobs is a sound 
investment. 
Quality fittin’s are friends to your 
pocket-book. Square “Gee” fit- 
tin’s speed up the job because 
they “come easy and fit tight.” 
Save journeymen’s time. Pare 


down your labor costs. Insure 
tight, leak-proof connections and 
produce reputation-building jobs. 


Can you think of one good reason 
why you shouldn’t use Square 
“Gees” on all your jobs? «+++. 
Then simply say Square “Gees” 
to your jobber’s salesmen. 


THE GRABLER MANUFACTURING COMPANY : Cleveland, Ohio 


New York 


SQUARE 
Malleable Iron 


- Chicago - 


San Francisco 


“GEE” 


January 


- PipeFITTINGS 
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persons desiring or intending to engage in the 
trade, business or calling of plumbing as employ- 
ing plumbers in the city in which such board shall 
be appointed with the power of examining persons 
applying for certificates of competency as such em- 
ploying or master plumbers or as inspectors of 
plumbing, to determine their fitness and qualifica- 
tions for conducting the business of master plumb- 
ers or to act as inspector of plumbing, and to issue 
certificates of competency to all such persons who 
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shall have passed a satisfactory examination before 
such board and shall be by it determined to be 
qualified for conducting the business as employing 
or master plumbers or competent to act as inspec- 
tors of plumbing. 

3. To formulate in conjunction with the local 
board of health of the city or an officer, board or 
body performing the duties of a board of health a 
code of rules regulating the work of plumbing and 
drainage in such city, including the materials, 
workmanship and manner of executing such work 
and from time to time to add to, amend or alter 
the same. 

4. To charge and collect from each person ap- 
plying for examination the sum of five dollars for 
each examination made by such board, and all 
moneys so collected shall be paid over by the board 
monthly to the chamberlain or treasurer of such 
city in which such board shall be appointed. 


Another point which should be made definite is covered 
by the New York law, as follows: 


txaminations: Conducting Business Without Cer- 
tificate Prohibited. A person desiring or intending 
to conduct the trade, business or calling of a 
plumber or of plumbing in a city of this state as 


employing or master plumber, shall be required to 


submit to an examination before such examining 
board of plumbers as to his experience and qualifi- 
cations for such trade, business or calling, and it 
shall not be lawful in any city of this state for a 
person to conduct such trade, business or calling, 
unless he shall have first obtained a certificate of 
competency from such board of the city in which 
he conducts or proposes to conduct such business. 
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Another feature of the New York law is that which 
makes it obligatory for a master plumber who has passed 
the examination, to obtain from the examining board a 
metal plate marked ‘‘Licensed Plumber,’ which he must 
display conspicuously in the window of his place of busi- 
ness. This plate is specified as 14 inches wide, 22 inches 
long, with letters 4 inches long. 

We look upon this requirement as an excellent one, 
which acts as a protection both to the public and to the 
plumbing trade, but do not think that it is very generally 
covered in the plumbing laws of many of the states. 

Other sections of the law cover the subject of registra- 
tion, renewal and cancellation of licenses, ete. 

‘Sach master plumber is required to be registered at 
his local board of health, who issue to him a certificate 
or license to do business. 

The certificate may be cancelled by the board of health 
for violation of the plumbing rules and ordinances, after a 
hearing held before the board, after notice of not less than 
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ten days, served on the person charged with violation. In 
order to become effective, cancellation of the plumbing 
license must be concurred in by the board of examiners. 

The regulation governing plumbing practice is the fol- 
lowing: 

Plumbing and Drainage to Be Executed Accord- 
ing to Rules. The plumbing and drainage of all 
buildings, both public and private, in each of the 
cities of this state, shall be executed in accordance 
with the rules and regulations adopted by the local 
board of examining plumbers, in conjunction with 
the board of health for plumbing and drainage, and 
all repairs and alterations in the plumbing and 
drainage of all buildings heretofore constructed 
shall also be executed in accordance with such 
rules and regulations. 

This regulation is followed by another which is of im- 
portance, as follows: 

Plans and Specifications. Plans and _ specifica- 
tions of the work together with application signed 
by the owner or his agent for permit must be sub- 


This subject needs more attention than it gets in some 
of the states. Unless enforced, such a law is almost worse 
than none at all, but it is a satisfaction to know that most 
of our cities and fair-sized towns are now working under 
such an ordinance. 


mitted to the inspector of plumbing for approval, 
and permit must be obtained before any part of the 
building or work is commenced. There shall be a 
separate plan for each building, public or private, 


(Continued on Page 57) 
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Profif-sales from the 
KOHLER ELECTRIC SINK 


When you sell a Kohler Electric Sink nels. The progressive plumber who 
you make a profit-sale. You make a is first will get the business. 

liberal double proft—one profit on Kohler national advertising will 
the sale of the fixture, and the other help you to make these profit-sales. 
on installing it. Kohler advertising material for your 





Somebody is going to make a good 
many of these profit-sales in your 
community. People everywhere have 


own use will enable you to develop 
a complete, effective selling campaign. 
And the Kohler of Kohler time pay- 


been waiting for this immensely at- ment plan will break down the last 

tractive, modern labor-saving con- sales resistance for you. 

venience. Decide that you are going to earn 
Here is your opportunity. The new, bigger profits by selling the 

Kohler Electric Sink will be sold only Kohler Electric Sink. See your jobber 


through regular plumbing trade chan- and mail the coupon below. 


KOHLER CO, Founded 1873, KOHLER,WIS. 

















i Kohler, Wis. sl 

Shipping Point, Sheboygan ,Wis.- Branches in Principal Cities KOHLER CO Keb ae ses 
Gentle : Plernk 

Kohler Ney fot plumbers. j 
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IUESTIONS 


ASKED BY OUR READERS AND ANSWERED BY OUR EXPERTS 





The Questions and Answers Department is open to all readers. Here their questions are answered—their problems solved. And, 
what is more, this department is. an open forum, where readers may discuss plumbing and heating subjects. Don’t hesitate to ask 
questions about the things you want to know, and don’t fail to send in your comments and criticisms of questions that have been an- 
swered. While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 
man who is in need of information. This department is for the craft. Use it freely. There are many ways to untie knotty problems. 





VAPOR HEATING SYSTEM WILL NOT HEAT UNLESS 
PUSHED 

Editor, ‘‘Domestic Engineering’’:—Fig. 1 shows a job 
with nine radiators, which I installed several years ago. 
It worked well for two years, but will not work now with- 
out being driven. I have taken out the ball in the union 
ell on the radiator, and have cleaned it, as well as the 
pipes. All of the valves are tight, and the return lines 
were clean. I found quite a bit of mud in the boiler, and 
that has been cleaned out. Can you suggest a solution for 
the trouble? 

Minnesota. ww. © R. 


The reason your vapor heating system does not circu- 
late is undoubtedly due to the fact that the loop connection 
at B, on Fig. 1, is retarding the flow of your returns. This 
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Fig. 1 


may be caused by air gathering at the top of the loop, as 
indicated at C, or it may be caused by the sediment that 
you speak of, lodging in elbows B. 

We cannot see why this loop should be used at all, and 
would suggest that you remove it entirely, because you 
will get better circulation without it. If you have cleaned 
the system thoroughly you will have no further trouble 
when this loop is removed. Your piping layout is very 
good, and your radiator connections are satisfactory. We 
would suggest that you also remove the air vents at A, 
and make sure that they are in good operating condition 
and relieve all the air. They should be placed as high as 
possible above the pipe lines, so that the water will not 
lift the float, and hold the vents closed. Sediment may be 
in these vents also, which will prevent them from operat- 
ing properly. 








LOOP HEATING SYSTEM WILL NOT CIRCULATE 

Editor, ‘‘Domestic Engineering’’: —In a local building 
is a hot water heating system which usually overheats 
the building. Recently the owner decided to heat the 
garage too, and I made an installation as shown in Fig. 1. 
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The installation has not been satisfactory as it will not 
circulate. I would appreciate some suggestions as to 
what is wrong. 
Maryland. Boi Be es 
On your particular job the loop circulation will not 
work properly. Loops as a rule must be figured very 
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earefully and equalized, which requires great care and 
study of the individual job. 

If you will eliminate the loop entirely and connect your 
supply line as indicated at A in Fig. 2, you will have a 
perfect circulating system. Line A may be laid in tile 
or in a wooden box, but it must be covered with asbestos. 
This line must pitch upwards as indicated by the arrow. 
Provide an air cock on the highest radiator to draw the 
air from this line. 

The return line from all radiators should be run as 
indicated at B, pitching downward towards the boiler. 
If this line can be run straight into the boiler, it would 
be better. If not, use two 45-degree elbows as shown. 
Connect the return line at point C by placing a tee at this 
point in place of an elbow. 

You may put a valve in the supply line as indicated, but 
do not put any valve in the return line. If you desire to 
run the return in the same box with the supply, you may 
do so. In this case you can drop down in the basement 
close to the boiler and connect into the house return 
with 45-degree elbows, pointing the elbows downward or, 
in other words, reversing the connections shown at C. 


TANDEM, OR DOUBLE, RANGE BOILER CONNECTION 


Editor, “Domestic Engineering’’:—I have connected 
two range boilers as shown in Fig. 1, and am having 
trouble in getting hot water from either tank. The top 
one heats from the 
lower coil, but I 
cannot draw hot 
waterfromthe 
lower one at the 
same time. 
R.-H. ©. 


We cannot’ see 
where the connec- 
tions, as shown, can 
be improved upon. 

With a fire’ in 
either of the two 
heaters, the hot 

water will naturally 
| go to the top tank, 
TT filling that and the 

pipes first. Then, if 
there is a sufficient 
supply, the lower 
tank and pipes will 
be filled, but a fire 
in the upper heater 
[ will not fill the lower 

JF tank. 

The heater coil 
Fig. 1 must be very large 

if both tanks are 

to be kept filled and heated, or else it must be kept burn- 
ing for a considerable length of time. In any event, in a 
tandem or double connection as shown, all hot water must 
pass through the upper tank and must be drawn from 
that tank. You cannot expect to get hot water from 
either tank at the bathroom, when the other is not heated. 
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Clifford S. Allred, San Francisco building contractor, 


has announced the start of construction of an additional 
unit of sixty-five bungalows and flats on the avenues be- 
tween Taraval and Santiago streets, from Twenty-fourth 
to Thirty-third avenues, at «@ cost of approximately 


$560,000. 
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| Practical Problems—No. 22 | 
| $3 paid for acceptable ideas | 


Getting a Cool Drink of Water 
in the City 


HE other day I visited a neighbor. It was hot and, 
| after a while, the hostess brought us in a drink of 
water. I heard the water running for several 
minutes before the lady brought it in but it was still 
warm and tasteless. She said: ‘I am sorry the water is 
so warm but it is the best we can do; but you are an 
expert on running water—why don’t you think up a way 
so that people do not have to drink warm water?”’ 

I recalled that before we moved to the city, we used to 
have cool water on the farm at all times. There was a 
cave in the rocks where we used to leave our jug of water 
while we were working and so kept our drinking water 
nice and cool. 

That idea stuck in my head almost a year and then one 
day when I did not have much to do I borrowed a post 
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hole auger and bored a hole in the earth directly beneath 
a faucet in my neighbor’s house. The hole was 16% ft. 
deep and 8 or 9 in. in diameter. Then I got a long piece 
of 6-in. pipe and connected it with the faucet in the 
manner shown in the illustration. After the connection 
had been made and the hole filled up with earth, it was 
found that we could have a cool drink of water whenever 
we wanted it. A pipe smaller than 6-in. may of course 
be used with almost equal success. 

The cool water, of course, drops to the bottom of the 
6-in. pipe and is drawn off first. It is necessary to let the 
faucet run a few seconds or until the warm water in the 


smaller pipe is drawn off. 
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100 hours at 1650° Fahrenheit 


—a twelve-day annealing cycle 


J/fALLEABLE Iron Pipe Fittings need at 


protection from higher temperatures fey 
of annealing, during which the iron is in 7 
a plastic state. <@p> Fittings get extra 
protection from warpage and ‘‘out of 
round” because they are subjected to a 
higher and longer heat. 


Each <@i> Fitting is placed individually 
in the annealing pot, and packed tightly 
with iron scale, which is vibrated down, 
inside and around the fitting by a special 
compressed-air-operated vibrater. 
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This is just another picture of how 
<a> Fittings are treated individually. 
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MALLEABLE IRON FITTINGS CO. 


BRANFORD CONNECTICUT 
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Secretaries’ Conference Held at 
Evansville 


(Continued from Page 25) 


TELLS MERITS OF QUANTITY SURVEY 
W L. CLUCAS of St. Louis, Mo., past president, St. 
é 


Louis Master Plumbers Association, gave an out- 
line of the operation of a quantity survey bureau and de- 
fined briefly the reasons that prompted the St. Louis asso- 
ciation to adopt this service for its members. 

The need for the survey is apparent, said Mr. Clucas, as 
the building industry is the only one that is called upon to 
give prices on new work without having the quantities 
given on which to base a price. Mr. Clucas said that one 
of the factors which led the St. Louis association to install 
the survey was the wide range in estimates among the 
members, who realized something was lacking in connec- 
tion with their estimating methods. 

The bureau does not guarantee the accuracy of quanti- 
ties or surveys submitted, said Mr. Clucas, but endeavors 
to be as careful as possible. It is an assurance as to qual- 
ity and quantity of materials needed for the job and for 
large operators it will ultimately mean a material reduc- 
tion in cost of maintaining large individual estimating 
departments. 

E. L. Flentje, of the Trade Extension Bureau, talked on 
concentrating efforts toward greater profits. Mr. Flentje 
said that it was preposterous to expect a man to sell with- 
out knowing the fundamentals of the goods he is trying to 
sell. He said that it was up to the manufacturer, whole- 
saler and all other influences in the industry, such as the 
business papers and the Trade Extension Bureau, to give 
the contractor selling points. 
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GUARANTEED WORK HELPS SALES 


E. PFISTER of Houston, Tex., secretary, Associated 
¢ Master Plumbers of Houston, talked on the use of 
certified plumbing and heating in Houston. Mr. Pfister 
said that he believed the time will come when the guar- 
antee on work offered by the association will be enough 
inducement in itself for those who are not in the associa- 
tion to join. When he receives a complaint on a job it is 
turned over to the grievance committee, which is com- 
posed of three men. It is then referred to the board of 
governors, which decides the matter. If the plumber is 
found to be in the wrong and fails to repair the job or 
make good to the association within sixty days, he is 
dropped from the membership. 

George H. Wilson of the National Trade Extension Bu- 
reau told of the ways the association manager can work 
with the accounting department of the bureau. 

John H. Keane. of Pittsburgh, Pa., suggested that the 
Bureau keep in touch with men after they have finished 
the course and see that the system is properly installed. 
E. G. Byrd, secretary of the Norfolk, Va., association, on 
the other hand, said that he believed it was the duty of 
the secretary to see that the system was being used prop- 
erly and also to act as instructor. W. L. Clucas of St. 
Louis, Mo., explained how bookkeeping classes were 
formed in that city and of the success that they enjoyed. 


The Attendance 
The following were in attendance: 
Frank H. Dains, Lansing, Mich. 
W. A. Johnson, Kalamazoo, Mich. 
Glenn P. Seeley, Pontiac, Mich. 
A. C. Banko, Cleveland, Ohio. 
Thos. J. Schofield, Wheeling, W. Va. 
G. R. Stearns, Chicago. 

(Continued on Page 43) 
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1260 Ho!den Avenue 






REG.U.S.PAT.OFF. 





AUTOMATIC 
CELLAR DRAINERS 


























Operates on ower Pressure 


The Penberthy Model “R” Cellar Drainer is adjustable to all pressures 
from 10 to 100 pounds. (Can be adjusted above 100 pounds also.) 

Its working parts are above water, eliminating the possibility of slime and 
corrosion interfering with operation. The Penberthy Model ‘‘R”’ is com- 
pact and requires minimum space for installation. 
The cost of installation is small, and operation expense is extremely low. 
It requires no attention after installation, and will give efficient service— 


Your jobber can supply you. 


PENBERTHY INJECTOR COMPANY 
Established 1886 


Detroit, Mich. 


Canadian Plant: Windsor, Ontario 
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From ‘Nations Business” 





Apply This Profit Tip in 1927 


1926 will go down in Plumbing History as a year in which widespread 
strides were made to wipe out a waste that has for years and years cost 


x No. 44 Beaver Power Drive is a pow- 
the Plumbing Industry an untold loss of profit. 


erful, rugged, portable outfit that cuts 

Power as a means of cutting costs and increasing profit is on every pipe, threads pipe and makes-up fittings 
Plumbing Contractor’s mind. And, during 1926 thousands took the right in the machine. 
steps that fattened their bank accounts—they turned to Power as the 
solution to lower cutting and threading costs. 








It is simple in 
construction—nothing to get out of 
order — and is therefore dependable 
Those who delayed paid for the equipment of those who bought. under the most strenuous circum- 


And those who put the No. 44 Beaver Power Drive to work proved to 


: : : ate stances. It operates from your light 
their own satisfaction that the low price paid for the machine is often . - . 


returned to them on a single job and from that time on it is a source of socket, cutting up to 12 inches and 

definite and constant profit. threading up to 6-inches. It uses the 
1927 will id B h ae tools you now have—you buy nothing 

will see even greater strides. ut those who trail in the proces- P 

sion will surely find the fight for business on a money making basis to be extra. It is a safe machine to use as 

stiff and gruelling for costs are lower in those shops where power is at work. the pipe revolves and the tools stand 
It i vil ‘ ithhold i i Sal Mo. 4B P still. A No. 44 Beaver Power Drive on 
2 is your privilege to wi 0. investing ina o. eaver ower : 

Drive—but for every day’s delay you lose a profit that would have been the job enables your fitters to do the 

applied to the price of the Machine. You pay out as ‘‘cost’’ money that volume hed work they are capable of 

should be paid to YOU as profit. doing—it enables them, to enable you, 


, . ‘ , to figure your costs lower and get the 
To make it possible for every Plumbing Contractor to decide this ‘aly atinhel ; sages & f 
question of lower costs we have worked out an interesting ‘‘Proof Test” job—and still make a healthy profit. 


plan. Let us explain the idea to you—for it places you under no obliga- 
tion whatsoever. 


THE BORDEN COMPANY : 


510 Dana Avenue tt Warren, Ohio 


















New York Office: 50 Church St., New York City The Borden Co., 


Warren, Ohio. 


———— a == 
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Mention Domestic ENGINEERING when writing advertisers. 


Tell me more about your ‘‘Proof Tests” plan that 
places me under no obligation whatsoever. 








IN 55s oso e loans 











City and Gtate.........:0:scsceee 












































Your time- anywhere. saved 
in Birmingham 
ei Ths 














\ 


\ 
\ 


y <= 
\ If it were not for engineering skill, pipe fittings 
i might be ugly in appearance and entirely unsuited 
to the jobs for which they are intended. 


continually devising new methods of manufacture 
which insure Stockham Fittings against physical 
imperfections. These engineers are also responsible for 
the design which makes Stockham Fittings objects 
—— of graceful beauty as well as utility. 


i N THE STOCKHAM PLANT, experienced engineers are 














i It is this engineering skill, a regular part of Stockham 
Hh painstaking care, which results in the satisfaction that 

the user of Stockham Fittings experiences on the 
job. Accurate alignment, true and clean-cut threads, 
chamfered faces, perfect flanges—all of which save time 
and money on the job—are the result of proper planning 
in the Engineering Department. 


Try Stockham Fittings on your next job. You'll have 
the satisfaction of buying them from your local supply 


wholesaler. Be sure the name “Stockham” appears on 
every fitting. 





Write for our 
complete catalog 


Carried in stock 


“i: “= STOCKHAM 


ee PIPE & FITTINGS COMPANY 
Ss BIRMINGHAM, ALABAMA 





Warehouses with Complete Stocks in: 
BROOKLYN, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. 


STOCKHAM FITTINGS 
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M. J. Lordier, Ft. Wayne, Ind. 
Gecrge W: Redeker, Wheeling, W. Va. 
Geo. S. Clarke, Detroit, Mich. 

Jn«. J. Vogelpohl, Cincinnati, Ohio. 
F. \°. Hobbs, Norfolk, Va. 

Join A. Quinn, Philadelphia. 

Edw. Quinn, St. Louis, Mo. 

John R. Lewis, New York, N. Y. 

M. R. Manley, Cincinnati, Ohio. 
Walter E. Murphy, Sheboygan, Wis. 
Vv. L. Peavy, Milwaukee, Wis. 

J. B. Walker, Pittsburgh, Pa. 

Wm. R. Yonce, Champaign, Ill. 
James F. Wilsonholm, St. Louis, Mo. 
J. A. Gallivan, Muncie, Ind. 

Bert A. Seifert, East Chicago, Ind. 
Mack Snively, Pittsburgh, Pa. 

H. E. Longley, Wilmington, N. C. 


Alexander Coleman, San Francisco, Calif. 


R. G. Thomas, San Antonio, Texas. 
E. J. Blake, St. Louis, Mo. 

E. E. Pfister. Houston, Texas. 

J. M. McCarthy, Cincinnati, Ohio. 
W. M. Daly, Kirkwood, Mo. 

A. Bachman, Cincinnati, Ohio. 

T. S. Hallegan, Jamestown, N. D. 
Rk. E. Scannell, Utica, N. Y. 

B. Y. Kinzey, Richmond, Va. 

Harry M. Hart, Chicago, Ill. 

E. G. Byrd, Norfolk, Va. 

Jno. R. Denning, Ft. Worth, Texas. 
Oscar Bergerson, Minneapolis, Minn. 
J. Matt de Rouville, Albany, N. Y. 
Heury B. Gombers, New York, N. Y. 
John F, Rogers, Flushing, N. Y. 
Jacob Isaacs, Louisville, Ky. 
George F. Roser, Louisville, Ky. 
Louis T. Braun, Chicago, Il. 
Frank’'C. Clemens, Dayton, Ohio. 
R. G. Bookhout, New York City. 

Ira H. Morris, Newark, N. J. 

Ek. G. Harris, Richmond, Va. 

Albert J. Wilson, San Francisco, Calif. 
Eb. Ellen, Cleveland, Ohio. 

H. W. Hammersla, Harrisburg, Pa. 
J. K. Seale, Knoxville, Tenn. 
James H. Lutz, Jr., Harrisburg, Pa. 
Thomas F. Nolan, Albany, N. Y. 
Lawrence J. Spaeder, Erie, Pa. 
Fred Fleishauer, Buffalo, N. Y. 

A. R. Herske, Cleveland, Ohio. 
Harry A. Toelle, Terre Haute, Ind. 
W. R. Pugh, Racine, Wis. 

J. E. Withers, Gary, Ind. 

W. D. Swaim, Chattanooga, Tenn. 
Earl L. Clevenger, Muncie, Ind. 

R. V. Sawhill, Chicago, Ill. 

| Hf. Daniels, Gary, Ind. 

\W. J. Lang, Chicago, Ill. 

St. phen H. Welch, New York, N. Y. 
Fratk E. Irish, Indianapolis, Ind. 
G. Thos. Watson, Indianapolis, Ind. 
Leo, JsJotz, Lansing, Mich. 

W. F. Henderson, Gary, ind. 

Wm. «i. Miller, Detroit, Mich. 

Sy. Mart'n, Owensboro, Ky. 

W. G. Frunklin, Cincinnati, Ohio. 
F. A. Burineister, Memphis, Tenn. 
Fred E. Griese, Evansville, Ind. 
Kirk A. Journy. Rock Island, II1. 
Edward F. Bohm, Cleveland, Ohio. 
W. L. Clucas, St. Louis, Mo. 

Arthur Lahr, LaFav: tte, Ind. 

John H. Keane, Pittsburgh, Pa. 
F. N. McGrath, Clayten, Mo. 

Joseph Ball, Rochester, N. Y. 

Chas. D. Harris, Chicago, [1]. 

Earl] R. Cass. West LaFayette, Ind. 
A. E. Werkhoft, Jr., Lafayette, Ind. 
Jere Sheehan, St. Louis, Mo. 
Joseph W. Cannon, Sr., Chicago. 
Alexander B. Pierce, St. Louis, Mo. 
W. J. Woolley, Chicago. 

A. M. Maddock, Trenton, N. J. 
Walter J. Klie, Cleveland, Ohio. 
Geo. F. Reeke, Green Bay, Wis. 

M. J. Biern, Buffalo, N. Y. 
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Avoid Costly 


Service Demands 


Honeywell dependability is a proven 
factor. Honeywell has eliminated every 
element of uncertainty from automatic 
control. The importance of that to you 
is that it means likewise the elimination 
of costly service demands. It means 
that you may freely recommend Honey- 
well, assured in advance of customer 
satisfaction and the fact that your initial 
profit will not be eaten into by frequent 
servicing. 

It is rather an impressive fact that the 
leading manufacturers of heating boilers 
recommend Honeywell exclusively. And, 
of the important automatically con- 
trolled domestic oil burners a very sub- 
stantial proportion is equipped with 
Honeywell Controls. 


HONEYWELL HEATING SPECIALTIES CO. 
WABASH, INDIANA 


HONEYWELL 


Temperature Regulators 
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This neat and attractive sink is the “Partheno,” and number 


C-421. 


It has found much favor with contractors filling apart- 
ment jobs but is also just the fixture for small homes. Apron, 
back and right hand drainboard are cast in one piece and the 
entire sink is of the finest sanitary porcelain enamel. These and 
the several other features make the “‘Partheno”™ a truly beautiful 
fixture, equally as handsome as china fixtures of the same type. 
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My, isn’t that pretty! 


Women, whose natural instinct it is to these qualities in one fixture at Columbia 
respond to beautiful things for their homes prices they become enthusiastic customers. 


find a happy fulfillment of their tastes in 
the Columbia line. 


Remember, too, that 85% of the buying 
in America is done by women. Women, 
choosing the fixtures for a new home, 


Columbia has combined beauty with dur- quickly appreciate the economy of the 
ability and when women find both of | Columbia line. 


Write for illustrated catalog showing the complete line 
of Columbia Sanitary Porcelain Enameled Fixtures. 


See Our Display at the 
HOME BUILDERS’ EXHIBIT 


441 Lexington Ave., New York City 





Manuracturine (2. 
Louisvitte, Ky. 
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Making Good in Australia 


(Continued from Page 27) 


the rear of our warehouse in Margaret street, were found 


to be too small for our purposes, and an adjoining prop- | 


erty in Alice street was purchased and a new plumbing 
workshop erected thereon. The erection of the new work- 
shop completed the whole block from street to street. 
This workshop is replete with the latest machinery, all 
of which is electrically driven. The plant comprises guil- 
lotines of all sizes, curving rollers, guttering, downpiping 
and ridge capping machines, pipe bending and screwing 
machines, and a comprehensive assortment of small bench 
machines, furnaces and tools. 

Our warehouse comprises a three-story building with a 
large frontage on one of the main city streets. 


AN EFFICIENT LAYOUT 

HE ground floor comprises our general office, in 
ee of the secretary and accountant; our despatch 
department, and our stocks of wrought iron and malleable 
fittings, brass and copper tube, galvanized, corrugated and 
plain iron, wire nails, lead pipe, sheet lead, galvanized 
wrought iron pipe, earthenware pipe and fittings, cement, 
cast iron soil pipe and fittings, carbide, ete., are also 
stocked on this floor. 

Our first floor contains up-to-date showrooms, in which 
are displayed a comprehensive range of hot water boilers 
for hot water installations, hot water geysers, and gas 
stoves, all of which are connected up for demonstrating 
purposes. In this showroom we have five sections showing 
model bathrooms of different values, and further the walls 
of the showroom are panelled so that there is a large and 
varied assortment of lavatory basins and bathroom requi- 
sites, including mirrors, towel-rails, soap dishes, etec., ad- 
vantageously displayed. 

The offices of the governing and managing directors are 
also on this floor, together with the sales office. Situated 
at various points of advantage outside the showroom on 
this floor, are fireclay urinal ranges, pedestal lavatory 
basins, fireclay and cast iron enamelled combination sinks 
and washtubs, gas and fuel washing coppers, wood stoves, 
hot water cylinders and sanitary drinking fountains, and 
these fittings are so placed that they can be closely exam- 
ined by intending purchasers or others interested in same. 

On this floor is also housed the whole of our small 
brassware lines, lead traps, gas and acetylene fittings, 
hotel and beer fittings, cast iron enameled baths and sinks 
and our bulk stock of gas stoves. 

The top floor of the building carries our bulk stock of 
W. C.’s, pedestals, urinal ranges, toilet paper, closet seats, 
lavatory basins, lighting and gas supplies, glassware, fuel 
stoves, bath heaters and agricultural tools. 

We have also on the premises a testing department 
wherein all fittings which require the approval of our Met- 
ropolitan Water Supply and Sewerage Board are tested. 
This department does away with the necessity of sending 
the various fittings to the board’s works for testing pur- 
poses, and consequently removes the risk of damage in 
transit to breakable fittings, and also saves delay. 

Our retail establishment is a great adjunct to our busi- 
ness, carrying as we do a large assortment of tradesmen’s 
tools, by all the leading British, American and continental 
manufacturers; builders’ hardware of every description; 
paints and oils, household ironmongery, cutlery, crockery 
and so forth. 

A cashier is always on duty in this retail establish- 
ment and customers can call there and pay accounts, or 
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A Heating Boiler 


of Unusual Excellence 


The Pierce Pebco has 
many excellent features; 
the outstanding one 
however, is its long and 
honorable record of faith- 
ful service in nearly 
100,000 homes. 


Pierce, Butler & Pierce Mfg. Corp. 
General Offices: 
41 E. 42nd St. New York, N. Y. 
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leave orders. This is a convenience to our clients and 
proves a great assistance to our business. 


PLANNED MANAGEMENT 

INCE the death of our late governing director, tke 
ieee plumbing work has been carried out under 
the personal supervision of an expert foreman, and we 
have a large staff of plumbers constantly employed on 
contract work and general jobbing. During the last two 
years our Metropolitan Water Supply and Sewerage Board 
have been installing a sewerage system and in that time 
we have sold and installed over three thousand W. C.’s. 
Prior to the installation of the sewerage system, more 
than fifty per cent of the septic tanks in the city, including 
the largest in the commonwealth at the Brisbane G. P. O., 
with seventy closets, were installed by us. During the 
first week in August, 1926, we installed three hot water 
circulating systems in leading hotels in Brisbane, and the 
week previously we overhauled and remodelled two others. 
At the present time we have sufficient contract work on 
hand to keep our present staff fully employed for the next 
nine months. 

In our sales and purchasing department we carry a 
very comprehensive stock of all lines in the building and 
allied trades and it is very necessary to have an up-to-date 
system to enable us to keep stocks up to the mark. A 
policy of ours which we find of great advantage as far as 
buying is concerned, is to have standing orders for all 
stock lines. 

When orders are sent to Britain or U. S. A., we usually 
order in large quantities and instruct our buyers to ship 
in so many regular monthly or bi-monthly shipments as 
required. The big advantages of buying on this system 
are manifold: 
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(1) Regular shipments are always coming to han 

(2) Stocks are fresh, clean and new. 

(3) Allows greater handling facilities. 

(4) Prevents congestion in warehouse and stores 

(5) Spreads the payments over a longer period. 

Our sales work #8 conducted by a staff of travellers and 
indoor salesmen. Each of our outside staff is provided 
with a motor car or motorcycle, according to the districts 
he is working. Altogether we have a fleet of twelve cars 
and trucks, all of which are in constant use and ire 
used exclusively in connection with sales. 

We have recently established a time payment system 
which is proving a very satisfactory adjunct to our busi- 
ness and which is showing a good return for the money 
invested in it. 

Our advertising is also under the supervision of the 
manager of the sales department, and .is per medium of 
all the local dailies, and certain weekly papers, country 
show programs, lantern slides and envelope stuffers. This 
latter we find to be the most profitable, although all other 
sources are giving satisfaction. Good use has been made 
of the weekly advertisements which have appeared in 
“Domestic Engineering’ from time to time. 

Monthly meetings are held between the directors and 
the heads of the various departments, to which the sales 
staff are invited, and these meetings are of great mutual 
benefit to all concerned. 

. * * 

May I add one comment? It is the belief of some of 
the good people of the less-fortunate sections of the earth 
that the Australians walk heads downward. Without 
commenting on their scientific knowledge, it would ap- 
pear that whether the Australian head is up or down, it 
seems to be working efficiently, doesn’t it? 
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can supply you. 


Pacific Coast Agents: 
WM. P. HORN CO. 
Rialto Bidg., 


San Francisco, Calif. 
509 Wilcox Bldg., 
Los Angeles, Calif. 
L. C. Smith Building 
Seattle, Wash. 
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When You Want 
Test Plugs 


turn to pages 1158-1159 of 


Wine Net DOMESTIC ENGINEERING 
Plug Catalog Directory—or the latest 
KEMP Bulletin. There you will — Climax “cy 
: ge Cell 
Straight find just the size and style of ,)\ ever Branch 
Double plug you need. ‘9 
Plug 


And back of every “CLIMAX” 
Test Plug and Cellar Drainer, 
stands the “CLIMAX” reputa- 
tion for reliability. Your jobber 


MAND #OCCl TOR LXPANONG LOWED mUBOtR 


BUSS hur 
“i 


WINDNUT £0 EAPANDING TOP RUBBER 
PIPE FOR FILLING STACK 
* peg 






THE C.M. Ker” mre. Co. 


MANUFACTURERS OF 
PLUMBERS’ SPECIALTIES 


405-415 € O.ivEeR ST 


BALTIMORE, Mp.US.A. 
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“MORE COPPER’ 


what it means in brass pipe 


HE brass in ordinary pipe has two distinct constituents; 
it is really a mixture of two kinds of brass — one high in 
copper and the other high in zinc. The constituent high in 
copper is called “Alpha Brass” and the other is called “Beta 


Brass.” 
Alpha Brass is dense, ductile and tough; while Beta is strong 


and hard, but relatively brittle. 

Alpha Brass Pipe is so called because it is all Alpha — no 
Beta. The complete absence of Beta gives Alpha Pipe distinct 
advantages. For instance : 


1. Greater resistance to corrosion. 


2. Greater ductility. 
3. More uniform texture. 


4. Superior surface. 


These basic improvements give Alpha practical advantages 
over ordinary Brass Pipe and yet the cost is the same. 


Why not use Alpha? 





| GALPHA 
rass Pipe 


HAVING more copper than ordinary 

brass pipe, Alpha Brass Pipe resists 
corrosion better and makes better bands. 
Having more lead it cuts easier and makes 
cleaner, sharper threads so essential to 
trouble-proof joints. Toassure freedom from 
faults, it is tested at 2500 pounds pressure 
per square inch. To protect users, it is 
guaranteed for soundness, and every piece 
is trademarked at intervals of one foot 
throughout its length. The Alpha Brass 
Pipe guarantee protects every piece of pipe 
in an Alpha installation. 


Firm 


Chase Companies, Inc., Waterbury, Conn. 


Please send me free of charge a copy of your book on Alpha Brass. 


Name 


Position 


CHASE COMPANIES 


INCORPORATED 


WATERBURY, CONNECTICUT 
Chase Metal Works — Chase Rolling Mills 
STOCKS 
Chase Brass Companies, Inc., New York. 
Chase Companies of New Jersey, Newark. 
The Ohio Chase Company, Cleveland, 
Chase Companies of California, San Francisco, 
os Angeles 
OFFICES 
Boston New York Philadelphia Rochester 
Pittsburgh Chicago St.Louis Atlanta 
MembersCopper and Brass Research Association 
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Used on Fixtures 





>-— — 


of Any Manufacture 


SLOAN FLUSH VALVES 


Syphon jet, reverse trap, washdown and other 
floor-outlet closets; wall-hung closets; pedestal, 
stall and wall-hung urinals; slop sinks too 
Sloan Flush Valves are used on them all. 


It makes no difference what type or make of 
toilet fixtures are selected, if they require 
flushing, Sloan Flush Valves will increase 
their efficiency. 


Because they insure sanitary conditions of 
closets, urinals and slop sinks; because they 
always deliver a uniform flush, regardless of 
pressure or how operated; because they add to 
the appearance of any fixture—-Sloan Flush 
Valves are the choice of plumbers who demand 
known quality and all-around adaptability. 


Cw) 


Thomas Maddock’s Sons 
Trenton Potteries Co. 


Chicago Pottery Co. 
Monument Pottery Co. 


N. O. Nelson Mfg. Co. 
Sanitary Earthenware Spec. 
Peerless Selling Co. 





SLOAN VALVE CO. 


CHICAGO 


Albany, N. Y. Butte, Mont. Des Moines, lowa Jacksonville, Fla. 
Atlanta, Ga. Cincinnati, Ohio Detroit, Mich. Kansas C ity, Mo. 
Baltimore, Md Cleveland, Ohio Durham, Conn. Los Angeles, Cal. 
Boston, Mass. Dallas, Texas Fort Wayne, Ind Memphis, Tenn. 
Buffalo, N. Y. Denver, Colo. Indianapolis, Ind. Miami, Fla. 


Milwaukee, Wis. New York City, N.Y. 
Minneapolis, Minn Oklahoma City, Okla. 
Nashville, Tenn. Philadelphia, Pa. 
Newark, N. J. henge Pa. 

New Orleans, La. San Francisco, Cal. 


Standard Sanitary Mfg. Co. 


| Wheeling Sanitary Mfg. Co. 
| Haines, Jones & Cadbury Co. 









































\ 
Some Nationally | 
Known Manufacturers 
who show 
Sloan Flush Valves 
| in their catalogs 


Co. 


Co. 





Seattle, Wash 
St. Louis, Mo. 
Tampa, Fla. 


Washington, D, C. 


Richmond, Va. 

















Mention Domestic ENGINEERING when writing advertisers. 

















to 
ne 
mi 
th 























MARKETS 


BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 











CHICAGO 


A three weeks’ old new year has brought few changes 
to the orderly procession of plumbing and heating busi- 
ness in the Chicago territory. The movement of goods for 
months has been on a quick needs basis, and ordering in 
the last week has been for the purpose of filling stocks to 
working levels. This, though, can be reported as a quick- 
ening over the ordering which has been done in recent 
weeks, when a desire to carry as little as possible through 
inventory kept buying at a low rate. January’s volume so 
far has been of satisfactory proportions in the opinion of 
most sellers, 

Unusually severe storms in the last week throughout 
this mid-west territory have tied up deliveries of build- 
ing materials to jobs under construction and prevented 
a good deal of work which would otherwise have held up 
the week’s activity to a good level. Jobbing plumbers as 
a result have had a busy week. 

Pipe mills, soil pipe foundries and many plants of 
manufacturers of other lines are operating at curtailed 
capacity, to avoid piling of surplus stocks. Demand is 
very sensitive to day to day developments and, without 
commitments to work against for future delivery, produc- 
ers are maintaining adequate stocks for ordinary require- 
ments only. Thus, while supply is quite ample and capacity 
is considerably in excess of needs, there are no top-heavy 
holdings to get rid of in a hurry, with consequent price 
weaknesses. 

Markets held steady during the week. The announce- 
ment of a considerable reduction in boiler and radiator 


prices, made last week by one large manufacturer, has 
not been unanimously followed by other makers, and the 
policy of abolishing preferentials, at these new prices, has 
not been in force long enough to test its effect. One other 
maker, however, has announced an average price reduc- 
tion of 25 per cent on round boilers and 17 per cent on 


The same maker also reduced prices on 


Pa 


sectional boilers. 
radiators 16 per cent and 5 per cent on tank heaters. 

Contractors report considerable work architects’ 
boards, with plenty of big work on the market to figure. 
Lettings, however, were not in large volume for the week. 
Contractors who specialize on the smaller residential 
work are rather quiet. The supply of journeymen is ade- 
quate. 

F. W. Dodge’s review of building and 
activity has just been released, and the final compilation 
of building statistics for 1926 shows that it was a record 
year in the construction industry. In the 387 states east 
of the Rocky Mountains, building and engineering con- 
tracts were let to the amount of $6,349,914,700, which 
was an increase of 6 per cent over the record of 1925. 
For the entire country, according to this review, the total 
1926 construction volume must have been well over $6,- 
800,000,000, with a probable increase of 4 per cent over 
1925. 

In the Central West, the year 1926 closed with a total 
construction volume of $1,669,042,800 which was 12 per 
cent in excess of the amount for the year 1925. Con- 
templated construction planned for this territory, as re- 
ported in December, amounted to $330,744,700, repre- 
senting an increase of 90 per cent over November, 1926, 
and of 63 per cent over December, 1925. 


on 


engineering 





HE announcement of a considerable reduction 

in boiler and radiator prices, made last week by 
one large manufacturer, has not as yet been fol- 
lowed generally. One other maker, however, issued a 
new sheet during the past week, carrying an average 
price reduction of 25 per cent on round boilers and 
17 per cent on sectional boilers. The same maker also 
reduced radiator prices 16 per cent and tank heaters 
5 per cent. No other price changes were announced 
by the manufacturers of the commodities listed in 
these reports, although reports from New York in- 
dicate price shading on the part of some enameled 
ware manufacturers in that territory. 

Adverse weather conditions during the past week 
in the New England and Chicago territories slowed 
down somewhat demand from contractors in those 
sections. Many wholesalers are finding themselves in 
possession of rather low stocks of some items and 





WHOLESALERS CONTINUE 


TO ENLARGE HOLDINGS 
manufacturers report a furtherance of the quickening 
in demand noted during the past week or two, as 
wholesalers are still buying material to bring their 
stocks to a safe working level. Many producers are 
not operating their plants at a full-time basis and have 
not heavy surplus stocks on hand. However, supplies 
in manufacturers’ hands are adequate to meet whole- 
salers’ needs and deliveries are going forward without 
delay. 

In the 37 states east of the Rocky Mountains, ac- 
cording to the report of F. W. Dodge Corporation, 
building and engineering contracts were let to the 
amount of $6,349,914,700, which was an increase of 
6 per cent over the record of 1925. For the entire 
country, according to this report, the total 1926 con- 
struction volume must have been well over $6,800,- 


000,000, with a probable increase of 4 per cent over 


1925. 
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Pinner 


Whether in UNITED staple or 
built-in fixtures, you'll find 
many labor-saving ideas for 
the Plumber; and always the 
sound construction and con- 
scientious manufacture that 
assure long smooth service for 
his customer. UNITED Bath 
Faucet No. 761 is shown above. 


The Complete Line 


Built-in Bath and Shower 
Fixtures—Staple Plumbing 
Brass Goods— Tubular Brass 
Goods— Water Works Brass 
Goods. 





DOMESTIC ENGINEERING January 22, 1927 











UNIT D| 


A Complete Line 


Write the name UNITED at 


the top of your orders for 
brass plumbing goods and we 
back you in your guarantee 
of satisfaction to your cus- 
tomer. The Red Metal Line 
is complete—and of enduring 


quality. 


The illustration above is of UNITED Bath 
and Shower Fixture No. 320, with unions. 


All valves have seats removable from the 
front. 


UNITED-OBERNDORF CORPORATION, Cleveland, Ohio 


i= 


dhe Red Metal Line 


Mention Domestic ENGINEERING when writing advertisers. 
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Wholesale prices of standard plumbing fixtures for a 
six-room house continued to decline in December. The 
report from the Department of Commerce shows that De- 
cember average prices on six standard plumbing fixtures, 
net to retailer without freight, were $105.74 as compared 
with $106.02 in November and $110.13 in December, 1925. 

Soil Pipe 

Ordering of a size sufficient to build low stocks to ade- 
quate working levels was reported by soil pipe foundries. 
Jobbers entered the year with stocks at a very reduced 
level and with practically no pipe on order. Thus, ship- 
ments of the week represent a quickening over previous 
weeks, although orders for later release are not being 
entered. Foundries, for the most part, continue on a 
curtailed production schedule, but are in position to make 
prompt deliveries of needs as ordered. Prices were un- 
changed, the market established last February still hold- 
ing steady. 

Steel Pipe 

Pipe mills are reported to be operating at 65 to 70 per 
cent of capacity. Wholesalers of plumbing and heating 
supplies are taking in a steady run of small, individual 
shipments and showing no tendency to stock beyond their 
trade’s current requirements. Consumption is in fair 
volume. Mill stocks are of a size that makes possible 
quick filling of orders. Prices are firm and unchanged. 

Wrought Iron Pipe 

Total consumption of wrought iron pipe for the first 
three weeks of January indicates a very good month for 
wrought iron interests, but that which enters the build- 
ing field does not show much of a variation from the 
tonnage of the last few months. Jobbers are maintaining 
minimum working stocks and taking care of their trade’s 
needs in good shape. Mills can make quick deliveries of 
all sizes. Prices continue firm and unchanged. 

Enameled Ware 

Jobbers are showing a disposition to build up their 
enameled ware stocks, and shipments, therefore, are at a 
slightly more active rate than was the case in the last few 
weeks. Orders, however, are not calling for goods in 
excess of current needs, and very little future buying is 
reported. Stocks at factories are quite ample for all re- 
quirements and deliveries can go forward as needed. 
Prices are firm and unchanged. 

Pottery 

Little new buying has as yet been necessary, with most 
jobbers well supplied with staple items bought last year. 
Releases against orders are in fair volume, however, and 
jobbers’ stocks are such that the trade finds no difficulty 
in getting prompt deliveries. There is a healthy demand 
for lavatories, and orders for specials, marked for later 
shipment, are in fair volume. Stocks at potteries are com- 
plete and of good size. Prices have not changed. 

Range Boilers 

Range boilers are being taken in as needed, and the 
volume moving is not great. Jobbers still have a good 
quantity of this product on order, and new buying, there- 
fore, is light. Good stocks are available for prompt ship- 
ping. Prices have not changed. 

Plumbers’ Brass Goods 

A good activity is reported by manufacturers of both 
tubular and cast brass goods. Many jobbers are in the 
market for their brass requirements for several months 
ahead, although, at the same time, many are contenting 
themselves with ordering for current requirements only. 
Shipments are going forward without delay. Prices are 
unchanged, with occasional reports of good-sized orders 
bringing out concessions. 

Boilers and Radiators 

Actual consumption needs are still quite active, and 

the volume of goods moving to the current demand for 
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quick delivery is in substantial figures. At the same time, 
the effect of the recent drastic price decline of one large 
manufacturer had not, during the week, cleared up a 
feeling of uncertainty among the trade; and, with this 
new market not unanimous among makers, buyers were 
still feeling their way in dealing with future needs. The 
supply of boilers and radiators is adequate, and current 
requirements are being met promptly. 

One other maker, however, announced during the week 
an average price reduction of 25 per cent on round boilers 
and 17 per cent on sectional boilers. The same maker 
also reduced prices on radiators 16 per cent and 5 per 
cent on tank heaters. 


NEW YORK 


Seasonal dullness still is felt by manufacturers, jobbers 
and retailers of plumbing and heating materials in the 
metropolitan district, but there are indications that this 
condition may soon be changed, as makers generally state 
that there is a slight quickening of interest noted during 
the past few days. This is especially true where wholesal- 
ers have completed their inventories, the stock figures 
showing that the supply of materials on hand is in many 
cases low. This has resulted, manufacturers say, in for- 
ward buying of some materials, notably cast brass, with 
shipping dates specified in the orders. This trend has not 
become general, however, the average wholesaler continu- 
ing to buy the bulk of the goods he distributes on a hand- 
to-mouth basis. 

Weather conditions are not particularly favorable for 
the beginning of a large volume of construction at this 
time, with mild days being followed by cold weather. Ar- 
chitects are reported to have a good many projects on their 
boards, however, which should result in estimates to figure 
before long. 

One other boiler and radiator maker issued a new sheet 
during the week, carrying an average price reduction of 
25 per cent on round boilers and 17 per cent on sectional 
boilers. The same maker also reduced prices of radiators 
16 per cent and tank heaters 5 per cent. Prices of the 
other commodities have not been changed during the week. 
Wholesale quotations reflect the usually firm prices quoted 
by manufacturers. Deliveries of almost any quantity of 
the items covered by this report can be made quickly, as 
manufacturers have large stocks on hand. 

Soil Pipe 

Demand reflects seasonal conditions, wholesalers buying 
only enough pipe to satisfy their customers’ small needs. 
Prices have not been changed, and reports of occasional 
shading by some smaller foundries to secure specifications 
cannot be substantiated. Foundry stocks of all sizes are 
ample, shipments being made promptly. Wholesale stocks 
have not been built up. 

Steel Pipe 

Current demand for steel pipe has not built up to any 
great extent since last week, mills finding wholesalers still 
cautious about buying more material than needed to en- 
large depleted stocks. However, salesmen staté that de- 
mand is normal for the middle of January. Mill prices 
have not changed, and wholesale figures are holding up 
well. Prompt shipments are the rule. 


Wrought Iron Pipe 
Mill salesmen report slightly increased activity in their 
product the latter part of the week, practically all of this 
for jobbers’ stocks, as few buildings need pipe at. this sea- 
son. Prices have not been changed by makers or distribu- 
tors. Deliveries are not delayed, as mills have excellently 
assorted stocks. 








wm 
bo 


Enameled Ware 

Prices are not as firm as they were at this season last 
year, possibly because of larger stocks on hand in many 
manufacturers’ warehouses, and, while sheet prices have 
not been changed, many reports of price shading are cur- 
rent. Demand is picking up somewhat, but still remains 
seasonal, lack of actual need for enameled ware preventing 
jobbers from getting into the market with vigor. Makers 
have no difficulty in making prompt shipments when re- 
quired. 

Pottery 

New business received does not total a large volume, and 
shipments against contracts placed before the last price 
increase in staple bowls and tanks constitute the greatest 
share of potters’ business, although one potter finds a 
fairly active demand for high grade ware. Prices have 
not been changed. Deliveries are being made promptly. 


Range Boilers 
“Business is just what we can expect at this season of 
the year,’ the representative of one large manufacturer 
states. Makers generally find an apathetic attitude among 
jobbers when range boilers are discussed, with very little 
new business being placed, and shipments against contracts 
not large. Prices have not been changed. Large makers’ 
stocks make prompt deliveries possible. 
Plumbers’ Brass Goods 
Wholesalers are getting into the market for cast goods, 
makers state, one salesman reporting the receipt of a good 
volume of business for delivery during the next 60 days, 
with specified dates of shipment given in the orders. Tu- 
bular business apparently is not as active as that for cast, 
seasonal slowness being reported. Manufacturers state 
that, while many orders for cast brass are being taken at 
slightly under sheet prices, the prevailing price range is 
slightly higher than at this time in 1926. No change in 
tubular prices is reported. Prompt deliveries are the rule. 
Boilers and Radiators 
The trade has reacted slowly to the change in prices of 
boilers and radiators and demand generally has not been 
large. One other maker has issued a new sheet, carrying 
an average price reduction of 25 per cent on round boilers 
and 17 per cent on sectional boilers; also a reduction of 
16 per cent on radiators and 5 per cent on tank heaters. 
Deliveries can be made without delay. 


PHILADELPHIA 


Business during the past seven days in the plumbing and 
heating fields centering in and around Philadelphia ap- 
pears to have been better for the manufacturer than for 
the wholesaler. This is of course due to the fact that the 
building program at the present does not call for the in- 
stallation of a great deal of material and therefore master 
plumbers and heating contractors are not actively in the 
market for goods. However, the middlemen are finding 
that their inventories showed in many instances low stocks 
of various products and are placing orders with manufac- 
turers for early shipment to cover the items which are 
necessary. 

Estimates to be figured are reaching wholesalers in fair 
numbers, however, and jobbers generally appear confident 
that a considerable volume of business will open up in the 
near future. 

At the present time, business in the southern part of 
the territory seems to be opening up faster than in the 
northern and western portions, due probably to weather 
conditions. Manufacturers’ salesmen who have recently 
returned from trips through Virginia, Washington, D. C., 
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and Baltimore, find conditions in those particular sections 
fairly good. 

One other boiler and radiator maker has issued a new 
sheet carrying an average price reduction of 25 per cent 
on round boilers and 17 per cent on sectional boilers; also 
a price reduction of 16 per cent on radiators and 5 per 
cent on tank heaters. No other price changes were an- 
nounced on items covered by this report during the week. 
Deliveries of all items are being made promptly. 

Soil Pipe 

Lack of sustained demand still marks the market for 
this commodity, although makers report that orders con- 
tinue to come in in fair volume. Prices have not changed 
and are firm. Deliveries are being made promptly. 

Steel Pipe 

Hand-to-mouth buying continues to be the chief char- 
acteristic of the steel pipe business, the total shipments 
into the territory not aggregating a large volume. The 
large stocks on hand at most mills make it possible for 
makers to quickly fill all orders received. Prices continue 
firm and unchanged. 

Wrought Iron Pipe 

While actual shipments into the territory continue light, 
prospects of additional business are brighter than a week 
ago, with increased interest being displayed by whole- 
salers in the southern section. Prices are unchanged. De- 
liveries are going forward without delay. 

Enameled Ware 

Manufacturers are not unanimous in their reports, one 
large maker stating that demand is very good for this 
season of the year, while others find that wholesalers are 
not yet actively in the market for ware. Current demand 
continues to be directed principally toward the higher 
grade articles, due to many wholesalers still having staples 
on order or in the warehouses. Makers’ prices have not 
changed, and wholesalers’ quotations are indicative of this 
firmness. Deliveries are going forward promptly. 

Pottery 

While pottery still has not begun to move as it will 
later in the season, shipments of staples into the territory 
are assuming a fair volume, and a fair demand for the 
higher grade fixtures continues. One large pottery an- 
nounces an unusual amount of business being done for the 
season, but this apparently is not typical. Prices con- 
tinue firm and unchanged. Deliveries of staples are being 
made promptly. 
Plumbers’ Brass Goods 

Forward buying, which had assumed some proportions a 
week ago, has again slackened, and almost all orders re- 
ceived by salesmen of both cast and tubular goods are for 
immediate delivery. Most manufacturers report a lack of 
sustained demand. Cast prices are holding up well, with 
apparent softness in the figures quoted by some makers 
of tubular products. Deliveries are prompt on almost all 
items. 

Range Boilers 

Seasonal requirements keep the total number of boilers 
being used to small figures, and manufacturers therefore 
have a slight call for their products from wholesalers. 
Prices have not been changed. Shipments are being made 
promptly. 

Boilers and Radiators 

One other maker has issued a new sheet, carrying an 
average price reduction of 25 per cent on round boilers 
and 17 per cent on sectional boilers; also a reduction of 
16 per cent on radiators and 5 per cent on tank heaters. 
The reduction in prices has not as yet stimulated demand. 
The average maker has abundant stocks and can ship with- 
out delay. 
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HE orders you take come 
under the watchful eye of the 
credit man. 

How about the orders your 
company places—the orders that 
you make? , 

If the reliability of the manu- 
facturer is checked when you sell 
it “should be checked when you 
buy. 

Whether his is a dependable 
source of purchase is important to 
learn btefore—not after his prod- 
ucts are in your plant. 

What can you expect. in the 
way of prompt and continuous 
deliveries? 

W hat about quality uniformity? 


DOMESTIC ENGINEERING 


Ou are YOUr 


G Credit Man Whon 


Has he the ability to finance 


your orders? 
* * 


A reliable aid is here—in this 
publication. Most of the manu- 
facturers in this. issue have been 
running their advertising in this 
publication continuously year 
after year. 

They are established. They do 
not advertise something they can- 
not deliver. They cannot deliber- 
ately exaggerate product merit or 
institutional service. 

Why? Because this publication 


is A.B.P.—meaning it is a mem- 
ber of the Associated Business 
Papers. This means, broadly, 
that this publisher has that basic 
A.B.P. requirement—integrity. 

If a product you need is not 
advertised in this publication, ask 
the publisher to direct you to a 
reliable source. 


DOMESTIC ENGINEERING is a memkter of 





The ASSOCIATED BUSINESS PAPERS, Inc. 








An association of none but qualified publications reaching 
the principal fields of trade and industry 


Executive Offices: 


220 West 42nd Street, 


New York N. Y. 
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NEW ENGLAND 


Most wholesalers in the New England territory have 
about completed their inventory figures. Some have al- 
ready finished this tedious requisite, while on the other 
hand a few have not as yet begun stock taking, their fiscal 
year ending January 31. On the whole, however, the ma- 
jority of houses know pretty well how they fared last year 
and many seem well pleased with the profits of 1926, espe- 
cially when compared with those of 1925. With near 
capacity production at most pipe mills and foundries used 
as a criterion of the general business outlook for the year, 
it is difficult even for the most rabid pessimist not to feel 
satisfied. Last year, it will be remembered, business 
started off with no little degree of conservatism, but as 
spring opened up it was greatly accelerated. 

Thus far New England has had this winter and still is 
having heavy snows which, without doubt, have contrib- 
uted materially to slowing down activity. Most manufac- 
turers are well supplied with their finished products but 
are not by any means overstocked. Wholesalers have 
begun filling in and readjusting their stocks so as to meet 
the needs of their customers. The existing dullness which 
obtained generally during the week in the Metropolitan 
Boston area has been interpreted only as a delayed start 
in activity. 

One other maker has also issued a new sheet, reducing 
prices of round boilers an average of 25 per cent and sec- 
tional boilers 17 per cent. The same maker also reduced 
prices of radiators 16 per cent and tank heaters 5 per cent. 

The drastic price reductions on boilers and radiators, 
announced last week by one maker, which on the former 
commodity ranged from 20 to 35 per cent and on the lat- 
ter was 16% per cent, has left the trade with a feeling of 
uncertainty.. Water heaters also were affected, these being 
cut approximately 10 per cent. Price tenors on others of 
the major commodities generally indicated firmness with 
the exception of range boilers, which are in some instances 
somewhat irregular. 

Soil Pipe 

Substantial pick up business is reported to have been 
done in this section during the week. Wholesalers, too, 
are placing orders for soil pipe to be delivered February 1 
in fairly good volume. Demand from contractors, how- 
ever, is not heavy at this time. One maker feels a slight 
shortage on the larger sizes while others are making un- 
interrupted deliveries as wanted. Prices are generally firm 
and unchanged. 

Steel Pipe 

Placements made by wholesalers during the week to- 
taled a fairly good tonnage, which for the most part called 
for immediate shipment. Production at mills has been 
brought up to between 70 and 75 per cent since the let- 
down during the Christmas holidays; as a consequence, 
sources are well supplied with assorted sizes of steel pipe. 
Deliveries are being made promptly. Prices remain firm 
and unchanged. 

Wrought Iron Pipe 

Orders are coming to hand from wholesalers steadily, 
the bulk of which are for practically prompt delivery, in- 
dicating that stocks are being rehabilitated. Mills are 
working well up toward capacity to bring stock sheets to 
a point of well balanced quantities of sizes. Prices have 
not changed and continue marked by steadiness. 

Enameled Ware 

While plumbing contractors are calling for some enam- 
eled ware their consumption is by no means great. Ware- 
house stocks of manufacturers have been replenished close 
to their normal point. Wholesalers have begun to 
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strengthen their holdings and, as a consequence, the cars 
in transit make for a fair tonnage. No change has been 
announced in prices. 
Pottery 

Shipments from potteries are being made with a prompt- 
ness which indicates substantial stocks of staples in the 
warehouses of makers. Deliveries on engagements made 
early in November are considered rather light. The amount 
of new business placed by wholesalers during the week 
was also light. This, too, obtains as far as plumbing 
contractors are concerned. Prices appear strong and have 
not changed during the week. 

Plumbers’ Brass Goods 

Lettings by wholesalers for brass goods during the week 
were not large. The contracting that was done repre- 
sented to a large extent the anticipated needs of whole- 
salers for the next 60 and 90 days with, as a rule, imme- 
diate delivery specified on a part of the material. Calls 
from plumbing contractors were not extensive. Makers of 
both tubular and cast products appear to be in a position 
to make prompt deliveries. Prices were unchanged with 
no weakness apparent. 

Range Boilers 

The supply of range boilers in this territory is ample. 
Wholesalers in the market for them apparently do some 
shopping, buying only for stock requirements. This cre- 
ates but a light movement in view of the fact that the re- 
quirements of plumbers total but a fair volume of this 
commodity. Sheet prices remain unchanged. 

Boilers and Radiators 

One more maker has issued a new price sheet, carrying 
an average reduction of 25 per cent on round boilers and 
17 per cent on sectional boilers. The same firm also an- 
nounced a reduction of 16 per cent on radiators and 5 per 
cent on tank heaters. The reduction created no great buy- 
ing movement; in fact, it had the opposite effect on the 
trade and seems to have created a feeling of uncertainty. 
Heating contractors during the week committed themselves 
only for heating equipment which they could not avoid 
buying immediately. Deliveries on most all boilers and 
radiators may be had promptly. 


PACIFIC COAST 


Business on the Pacific Coast continues to be normal for 
this period of the year. Jobbers generally are optimistic 
as to’the outlook for new business in the near future and 
are purchasing a little more extensively than heretofore. 
Prices to the trade generally are firm. 

Soil Pipe 

Buying for immediate needs continues in this commod- 
ity and jobbers have no difficulty in meeting this demand 
from stocks on hand. Most jobbers have a fair tonnage 
en route from foundries for early future requirements. 
Prices to the trade remain unchanged and are holding firm. 

Steel Pipe 
The demand for this commodity is light. Stocks in dis- 


tributors’ hands and en route from mills are sufficient to. 


take care of present requirements without difficulty. Prices 
to the trade remain unchanged. 
Enameled Ware 

Purchasing for immediate requirements continues to be 
the rule, although many jobbers are purchasing more freely 
in order to build up stocks which have been held at a 
minimum during the past month. Prices to the trade re- 
main unchanged. 


Pottery 
There is no change in the demand for this commodity, 
with most of the trade purchasing in small lots for actual 
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requirements only. Jobbers generally have good stocks 
of staple ware and no difficulty is experienced in obtain- 
ing prompt deliveries from Coast potteries. Prices to the 
trade remain unchanged and are holding firm. 
Plumbers’ Brass Goods 

A fairly active demand continues for this commodity, 
which jobbers have no difficulty in meeting from stocks on 
hand. Prices vary in the different jobbing centers and 
are more firm in some than in others. 

Range Boilers 

A fair demand for this commodity continues. Jobbers 
generally have sufficient stocks to meet present require- 
ments without difficulty. 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 





Par 1927 


Value High Low Quotations of January 17, 1927 * Bid Asked Last 





112 112% 112% 


25 11544 112 American Radiator Co., com..... A 
100 ..... ..... American Radiator Co., pfd..... A 133 pee 13314 
50 4914 4714 Anaconda Copper Mining Co. A 47% 47% 47% 
NP 38% 36% Brunswick-Balke-Collender Co... A 37 374% «337% 
ee A. M. Byers Co., com............ A&F 41% 431% 39144 
MP. Si piisnc: aaa A. M. Byers Co., pfd.......... .A&F 105 106 105 ¥ 
100 116 116 Century Electric Co.,com....................G 116 116% 116 
OP Rana? a Century Electric Co., pfd. ; G 100 110 §=©106 
50 4434 431% Chicago Nipple Mfg. Co.,"A” ; B 44 44144 44% 
50 31% 31 Chicago Nipple Mfg. Co.,“B”.......... B 31 31% 31% 
2 52 61 Crane Company, com......... re 52 51 
100 118 117% Crane Company, pfd..... : nian C 117% 118 118 
100 86 8414 Detroit Brass & Malleable Works. . So a 86 844 
20 27% 275% Eagle-Picher Lead Co..... ‘ ....D 275% 278% 27% 
NP 4254 3914 Fairbanks, Morse & Co.,com........ A 40% 403% 405% 
100 108% 108 Fairbanks, Morse & Co., pfd......... ... A 108 108% 108% 
NP 220 210 Johns-Manville, Inc... . ‘ B 208 212 210 
100 10% 100 Jones & Laughlin, com........ ee weeee 100% 
100 11934 118% Jones & Laughlin, pfd... F 117 119 11814 
10 163% 16 Michigan Copper & Brass Co. aoe D 153% 16% £16 
100 168 16434 National Lead Co.,com......................A 16614 167 167 
100 11834 11744 National Lead Co., pfd..... sis eubdisiastate see wee 11734 117% 
100 10344 103 Ohio Brass Co., pfd...... ent eae H 103% ..... 103% 
NP 79 77% Ohio Brags Co.,““B”........... Létsein ae ae 80 78% 
NP 1234 12 Pacific Steel Boiler Corp......+ B 12 12% 12 
100 108 108 Penberthy Injector Co., pfd.. D 106 . 108 
OP seack cnn Pierce, B. & P. Mfg. Corp., com.......... U 25 30 274% 
100 100 100 ‘Pierce, B. & P. Mfg. Corp., pfd...............U 98 101 100 
NP 23 22 Richmond Radiator Co.,com.................B 2244 2314 23 
NP 49 47 Richmond Radiator Co., pfd..................B 48 49 49 
Ee ghdea. beraex | bo  S — U_ 63 65 
25 90 90 Standard San. Mfg. Co., com.... FF 88 93 90 
I wicth w+ couse Standard San. Mfg. Co., pfd. 115 a 46 
rear Trenton Potteries Co., com. 45 55 47 
Me ives. ween Trenton Potteries Co., pfd. 95 105 99 


119 120% 220 
115 116 115 
41 41% 41 
- Mi 
59 591 4 59 
10914 109% 10984 
156% 15654 156! 2 
130 13044 130% 
17% 18% 18 


100 228% 216 U.S. Cast Iron P. & F. Co., com.... 
100 115 11434 U.S. Cast Iron P. & F. Co., pfd.............. 
NP .41 41 U.S. Radiator Corp., com...............+.+-. 
100 101 101 U.S. Radiator Corp., pfd.............- 
100 624% 5754 U.S. Rubber Co., com. sciences 
100 110 107% U.S. Rubber Co., pfd............. re 

100 15914 15414 U.S. Steel Corp., com.................55+ 
100 1305 130 U.S. Steel Corp., pfd................... 
NP 193% 18 Walworth Company...... 


rrrrrourracd = 
= 


NP 15%{ 1584 Williams Oil-O-Matic Htg. Corp..............C 154 16 1538 

NP 6% eR Seer eee Cc 6 644 645 

NP 90 8654 Youngstown Sheet & Tube Co................A 874% 88144 884 
*Where listed— 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange , 
H—Cleveland Stock Exchange , 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 


A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E=-Boston Stock Exchange 








A Scottish Rite Cathedral, to cost $2,500,000, will be 
built in Indianapolis. George Schreiber of that city is the 
architect and announces that the general contract will be 
awarded in the latter part of January. 

An armory building to cost $80,000 is to be built in 
Muncie, Ind., by the Indiana National Guard. Harrison & 
Turnock, Board of Trade building, Indianapolis, are the 


architects. 
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The Metal Market 


Average Average Average 
Jan. 17 Deec., 1926 Oct., 1926 1926 
PIG IRON— 

No. 2 foundry, Chicago, 

OO oii d6 ek cian $21.00 $21.00 $21.00 $21.65 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 

Dur@h, per 1B... ccices 1.90¢ 1.90¢ 1.90¢ 1.89¢ 
Blue annealed sheets, 
No. 10, Pittsburgh, per 


a Keri Gene pee Side wns was 2.30¢e 2.35¢ 2.35¢ 2.40¢ 
Black Sheets, No. 24, 
Pittsburgh, per Ib.... 2.90e 3.05¢ 3.05¢ 3.17¢ 
Galvanized sheets, No. 
24, Pittsburgh, per lb. 3.85¢ 3.90¢ 3.90¢ 4.30e 
TIN 
Straits tin .. err —s 68e 


COPPER 
Prime Lake, f. o. b. re- 


i a re 13 le 

Electro, delivered ..... 134¢ 
LEAD— 

Chicago Py ere 7.85¢ 


* The Old Metal Market 
Dealers’ Buying Prices 


Per lb. Per lb 
Aluminum clippings...21 ec Copper, T@Rt 2. 662. c ace 10 ¢ 
PRGGE: C88... ci biviwxae sco. 60 c¢ Copper, uncrucibled 
BPGee, THERE cccinrdre’ 64c ee ee) aa 
Brass, heavy mixed.... 8 ¢ Faucets and valves — 
Brass, red SE Lead, heavy ... .. The 
Copper, crucible ...... 114c Solder joints .......... 10%c 

NOTE: Prices are those quoted on Monday of this week. 


Test as to Employe 

In determining in a particular act whether one is the 
servant of his original master or the person to whom he 
has been furnished, the test applicable is whether such 
servant continues liable to the direction and control of his 
master or becomes subject to that of the party to whom he 
is lent or hired.—Supreme Court of Oklahoma, in Okla- 
homa, Ete., Co. v. Industrial Commission, 235 Pacific Re- 
porter, 1095. 

Substitution of Equivalents Not Patentable Invention 

If there be a sufficient disclosure of a combination 
amounting to invention, a substitution by a subsequent 
claimant of equivalents, doing substantially the same 
thing in the same way by substantially the same means, 
but with better results, is not a patentable combination 
or invention.—Court of Appeals of District of Columbia, 
In re Sweetland, 12 Federal Reporter (Second Series), 163. 


Obituary 


Edward Helber 

Edward Helber, plumbing contractor of Farmington, 
Mo., died January 5, at his home in that city. He is 
survived by his widow. 

David Haas 

David Haas, a member of the Haas Plumbing Co., 618 
North Seventh street, Minneapolis, Minn., died at his home 
in that city recently, after a short illness in his 44th year. 
He was born in Russia, and came to America 23 years ago. 


Dr. John E. Armitage 
Dr. John BE. Armitage, one of the staff physicians of the 
Kohler Co., of Kohler, Wis., died on January 6 at a hos- 
pital at La Crosse, Wis., following an operation. He was 
39 years old. Dr. Armitage was formerly with the United 
States Veterans’ Bureau at Milwaukee and previous to 
that he was health officer at La Crosse for two years. 


SSeS ELL 
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New Trade £tterature 


Brass Association Issues New, Official Catalog 

The official catalog of the National Association of Brass 
Manufacturers, pictured herewith, was issued on January 
1. This catalog supersedes all previous issues. The last 
one was put out in 1920, and the new features, recom- 
mendations and changes, which the brass manufacturers 
have adopted since that time, appear in the new 1927 
book. The catalog contains 150 pages, of heavy India 
ivory tint paper, and has an embossed cover. It repre- 
sents considerable work on the part of the catalog com- 
mittee, which consisted of R. L. Ottke, chairman, A. I. 
Fischer, C. J. Muend, T. H. Van Ewyk, E. A. Eckhouse, 
R. T. Johnson, R. B. Hills and L. A. Cornelius. 

Commissioner William M. Webster, secretary of the 
association, describes the new catalog as a quick and ready 
reference book for jobbers and contractors. The sectional 
index classifies the various items listed under the heads 


PLUMBERS 


me BRASS GOODS 


NATIONAL ASSOCIATION 
Brass MANUFACTURERS 











of “Bath,” “Lavatory,” “Sink,” “Compression Stops and 
Miscellaneous Faucets,’’ “Ground Key,” ‘Miscellaneous 
Items,”’ and “‘Association Standards, etc.”’ 

The particularly new and desirable feature of the book, 
according to Mr. Webster, is that list prices are by the 
‘piece’ instead of by the ‘‘dozen,’’ as formerly. It is said 
that this makes possible more easily figured discounts. 
Before the catalog committee decided on this change, it 
sent questionnaires to wholesalers throughout the country, 
the replies to which indicated that the great majority were 
in favor of such new lists. 

All the items are listed under the new, approved nomen- 
clature, and many are accompanied by standard roughing- 
in measurements. The various standardizations adopted 
by the association in the past several years are illustrated 
in the book. Many new rules and recommendations appear 
in the front section of the book. And the last few pages 
illustrate and describe the proper method of installing 
brass goods, as well as the right way of caring for goods 
after they are installed. 


Dunham Company’s Folders 
Two circulars are being distributed by the Dunham 
Company, of Berea, Ohio. One, with the caption “By 
All Means,” is intended for the plumbing contractor, and 
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shows the method of installation of the company’s heater. 
“Why Waste Money?” is the title of the second folder, 
designed for the consumer. It contains a diagram of the 
heater and also letters from satisfied users. 
United Plumbers Supply Co.’s Folder 

The United Plumbers Supply Co., Inc., New York City, 
recently sent out a clever folder entitled, ‘United Service 
Productions Presents ‘Let Us Trade.’’’ The folder gives 
the cast, including executives of the company, a synopsis 
of scenes, and pictures of 17 officials of the firm, together 
with exterior and interior views of the main plant of the 
United Plumbers’ Supply Co., Inc. 

Chicago Faucet Company’s Catalog D 

The Chicago Faucet Company, of Chicago, has just is- 
sued Catalog D, consisting of forty pages. The catalog 
gives technical description of the company’s faucets, and 
the various parts. How to renew the Quaturn faucet is 
shown in a series of illustrations. Various styles of 
“Classic’’ faucets with spray are shown, as well as faucets 
for pantry sinks, layatories, built-in bath tubs, ete. Pedes- 
tal and wall fountains, bubblers, glass fillers, ete., are 
also included in the catalog. 

Broomell Manual 

Vapor Heating Company, of York, Pa., has issued a 
manual of vapor heating, with the title, “The Broomell 
Manual.’”’ The booklet gives detailed technical informa- 
tion about the Broomell vapor system. The modulating 
vapor valve, return elbow seal, return thermo trap, re- 
ceiver, etc., are among the parts illustrated and described. 
Complete data and specifications for installation are given, 
and a sixteen-page section is devoted to diagrams of 
typical basement and floor plans. There is also a section 
of engineering data containing many tables of value to the 
heating contractor. 

“A Practical Unit Humidifier” 

Universal Humidifying Co., of Philadelphia, has issued 
a booklet with the title, “A Practical Unit Humidifier for 
the Dwelling, Apartment, Office or Individual Room.” A 
discussion of the value of proper humidity occupies the 
first section of the booklet. Next is given a description 
of the construction and operation of the Braemer humidi- 
fier, which is operated by electricity and may be attached 
to any base plug. A large sectional view shows the vari- 
ous parts and the method of operation of this portable 
humidifier. There is also a section giving information on 
the’ subject of various methods of humidifying, the mean- 
ing of relative humidity, effective temperature, vaporizing 
water for humidification, etc. 

"Calendars 

Watson Bros., Limited, of Brisbane, Australia, is dis- 

tributing a calendar with an attractive colored illustration, 


“The Cutty Sark,’’ by F. Elliott. A descriptive sheet ac- 
companying the calendar gives the history of the ‘Cutty 


Sark,” a sailing vessel built in 1868, and for many years 
one of the fastest ships in the tea trade. 

The F. E. Myers & Bro. Co., of Ashland, Ohio, is dis- 
tributing its 1927 poster calendar, 17 by 50 inches. The 
upper part contains a colored representation of the com- 
pany’s trademark, lettered in red, yellow and blue. The 
remainder of the poster is occupied by several hundred 
illustrations of well and cistern, hand and windmill pumps, 
power pumps, working heads, water systems, spray pumps, 
tools, etc. 

Allan J. Coleman, of Chicago, is distributing a calendar 
14 by 20 inches in size, containing a large colored illustra- 
tion from an original photograph of Mr. Coleman and his 
saddle mare, Mary Frances. 
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‘New York and Maine | 
Plumbing Codes | 


(Continued from Page 35) } 


accompanied by specifications describing the drain- 
age of said building on blanks prescribed and fur- 
nished for this purpose, showing the size and kind 
of pipe, traps, closets, fixtures, etc., to be used, the 
same to be examined and placed on file in the office 

of the department or board of health. Plans must 

be made by the architect or engineer where one is 
employed. 
To the average reader, the foregoing laws may not have 
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a real live interest, but it should be remembered that of 
all the building trades, that of plumbing is probably the 
most fully protected, and this valued protection comes 
largely from the fact that in many sections of the country 
the conduct of the plumbing business is firmly based on 
just such laws as we have quoted. There is at the present 
time a great and growing interest in the protection and im- 
provement of plumbing practice, and it is to call attention 
to the necessity of such laws as the foregoing, as the 
foundation on which enforcement of plumbing ordinances 
must be based, that we have given them. 

The Maine rules and regulations contain an article 
which refers especially to the adoption of the recommended 
plumbing laws, as follows: 

Every city, town or other subdivision in the state 
having a public water supply or a sewerage system 
shall enforce the state department of health’s de- 
tailed code, or adopt a code of its own, subject to 
the approval of the state department of health, 
and not in conflict with the basic plumbing prin- 
ciples and these rules and regulations of the state 





department of health. 

To us, a very pleasing feature of the New York standard 
code was the reproduction of the twelve elevations show- 
ing the government’s twelve types of simplified plumbing 


as applied to dwelling houses. 

Where a great state like New York, a leader among the 
states, puts its O.K. on a thing apparently so desirable as 
this simplified plumbing, it cannot but go a long way 
toward helping in its ultimate general adoption through- 


out the entire country. 











The Hudson 
Mixing Valve 


Supplies your need for a beautiful installation 
combined with highest quality. any desired 
water mixture and positive safety 


Hudson valves are specially designed for ease 
of installation, simplicity in construction, and all parts are readily accessible 
All Hudson valves made from red drass ingot melted electrically and tested against 
150 Ibs. water pressure to guarantee you highest quality 


Mixing valves furnished in either built-in or exposed types, and in two sizes 
(14 and 34 inch supplies). 


Write for catalog showing many beautiful mixing valve combinations. 


Hudson Brass Works, Inc. 


Brooklyn, 
New York 


16-20 Nassau 
Street 
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Somerville 
(S, I. W.) 


Soil Pipe and 
Fittings 


Are mechanically correct 











eee aamaecsae 





58 DOMESTIC ENGINEERING 


The 


WATER-‘HEATEF 


KEROSENE HEATERS— 
WICK BURNER TYPE 
Quadruple coils of copper and the 
patented Kerogas Burner (Hot- 


ALLL 


“eat THETLLTT LTT Pe 
"¥ 


\ 


stream is the only Water Heater 

licensed to use it) insure the 

greatest efficiency. 

Lights instantly at the touch of a match 

—is noiseless, sootless and extremely 
economical. 

Made in 3 sizes — write for complete information. 


THE HOTSTREAM HEATER COMPANY 
9502 Richmond Rd, “Makers of Heaters that Heat” Cleveland, Ohio 








EWANEE 


Steel Boilers 


Their unusual ‘‘Service”’ records 
prove that for durability they 
are unmatched. 


KEWANEE BOILER COMPANY 


Kewanee, Illinois 
Branches in Most Leading Cities 











When you don’t want to 
put a panel in the wall 


—USE THE 
Speakman H-2352 Shower and bath 
combination with transfer valve or 


the Speakman H-2350 combination 
of shower and Dupont Tub Filler. 


SPEAKMAN COMPANY 
WILMINGTON DELAWARE 


Speakman Showers 
and Fixtures 























(Alberene Pattern) 
Plumbing jobbers—if you have 
been looking for a good vlace to 
buy the good old Alberene 
Pattern Laundry Tray Legs— 
place your next order with us. 
Thoroughly seasoned and nicely 
finished castings make our tray 
legs preferred by most plumbers 


Dependable Products— 
Dependable Service 


RICHMOND 


Foundry& Manufacturing Co- 
RICHMOND, VIRGINIA 
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STUDY THE TWELVE DRAWINGS 
E have many times in the past shown in tiese 
W  artictes various features taken from these twelve 


| typical drawings, but we think it of special value her: to 








show them all, and to suggest to all who are not ac- 
quainted with them, a thorough study, with a comparison 
of such work with the work that is generally to be found. 

From this time on, for some time, we shall allude fre- 
quently to the oft-mentioned government report on plumb- 
ing, entitled ‘‘Recommended minimum requirements for 
plumbing in dwellings and similar buildings.”’ 

Any plumber who intends to be abreast of the times, 
will be doing himself an injustice if he does not possess 
this report. It can be obtained for 35 cents in silver, from 
the Superintendent of Documents, Government Printing 
Office, Washington, D. C. 

In order to make the most of such a series of articles as 
this, we should really reproduce in connection with it, the 
recommended plumbing code contained in this government 
report, but it is impossible to do that, and so we really 
have no other course than to take it for granted that our 
readers have the government report to refer to. 

What we want to do is to show how New York and 
Maine have taken this recommended code, adopted it 
practically as it stands, and added to it whatever it was 
thought should be added to meet existing requirements. 

We hope the fact that these two states have thought 
well enough of the Government code to do this, will set 
other states moving in the same direction, and that our 
study of those features that have been added, will serve 
to show how entirely practicable it really is to modify the 
code to suit the requirements of any state or of any city 
or town. 


Referring to the 14 articles in the code recommended 
by the government, which we gave earlier in the article, 
the New York state plumbing code has followed nine of 
the articles without change of any kind, so far as we can 
see. In the case of articles 2, 7, 8, 10 and 12, however, 
while the original article has been accepted, important 
additions have been made. 

Under general regulations, the 
appear: 

Offsets in Mains. Offsets in the mains of all 

stacks shall be avoided but when unavoidable they 
shall be made with deflections not greater than 45°. 
‘ $tack Supports. All free standing stacks shall 
be thoroughly supported on concrete or masonry 
piers at their bases and those forty (40) feet or 
more in height shall also be provided with foot 
rests at their bases and also with floor rests, or 
supports at ten foot intervals. 

The pipe supports, according to their location, 
shall be made either with heavy iron posts, hangers, 
wall brackets or steel fittings, concrete or masonry 
piers, provided that no brick pier shall be less than 
eight (8) inches square. The use of pipe hooks 
shall be prohibited for larger than one and one-half 
(1%) inch pipes. 

The article on plumbing fixtures has added three para- 
graphs, as follows: 

Flushing Tanks, Groups of Fixtures. A group of 
urinals, on the same floor, subject to constant use 
as in schools and factories may be supplied from 


following additions 


one (1) tank, if provided with an automatic simul- 
taneous flush, provided that each individual urinal 
shall receive not less than one (1) gallon of water 
at each flushing, and the discharge is of such force 
as to cleanse each individuai bowl at each flush. 
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These petty thieves exticta 
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that would pay the cost 
of a RED-E-HALL 


HE new RED-E-HALL Portable Pipe 

Threader stops the waste of time, material 
and labor that takes advantage of the plumber 
using inadequate out of date tools. The saving 
achieved more than compensates for the price 
of an efficient up to date Red-E-Hall. 


The new Red-E-Hall means many more 
dollars added to profits. This new improved 
threader by actual test proves its ability to 
cut labor costs fully 90% compared with hand 
operated tools. It is by a considerable margin 
faster than any other portable power pipe 
threader built. Threads 4" to 2" pipe. And as 
a power drive for hand stocks threads up to 
and including 12" without dismantling machine. 
The Red-E-Hall is designed for stationary 
operation but practical built-in portability 
permits easy moving to any part of job or shop. 


A new folder tells the whole story of Red-E- 
Hall’s amazing ability to cut costs and earn 
profits for you. Fillin coupon and mail today. 


HALL-WILL, /nc. Erie, Pa. 


SUPER 4*—6"—8"—12" 
PIPE MACHINES 


READY 


PORTABLE PIPE 
Built by HALL-WILL 





sINC. Erie, Pa. 


THREADER 


New, 
Red-E 


exclusive 
chuck enables the 
Hall to 
cut close nipples 
without special 


adjustment. 


Eight Value Features 
of the new Red-E- Hall y 


1. Made of certified malle- 
able castings—for light- 
ness plus sturdy strength. 

. Three speeds. 

» Silent Chain Drive. 

Friction Clutch insures 

easy starting and stopping. 

« Equipped with Timken 

Roller Bearings. 

. Portability. Red-E- Hall 
uilt-in Truck. 

Four extra sets of dies. 

Drives hand stocks up 

to 12”. 
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PATENTS APPLIED FOR 


3485 ped with Standard 


f. o. b. Erie, Pa Motor, 4 extra 
sets of Dies, Built-in Truck. 





Completely equip- 


Capacity of Red-E-Hall \"' to 2"'. 
As a power unit, and without dis- 
mantling machine, drives hand 
stocks up to and including 12"', 
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Jobbers have it 
on display 


© 1926, Hall-Will, Inc. 
HALL-WILL, INC., + Erie, Pa. 


Send me a copy of your illustrated booklet describing 
the new Red-E-Hall Pipe Threader. 
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| +MeR" No. 480 
A Better Built 
—— and Waste 
































No. 480 


Extra 7 aon 
The McRae & Roberts Co. @ 


DETROIT, MICHIGAN 























in S a Stop and WasteCock which 
will give complete satisfaction on 
your most important installation. 
Made extra heavy, from the highest 
grade of steam metal, it is guaranteed to 
stand up under all working conditions. 


The stuffing box positively prevents 
leakage around the stem, while the 
simple draining device will never get out 


of order. 
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Your Jobber Has It— 
Ask Him! 































































Mention Domestic ENGINEERING when writing advertisers. 
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Automatic Flushing Tanks. All urinals having 
either intermittent or automatic flushing devices 
shall be flushed at regular intervals not to exceed 
ten (10) minutes each when they are in use. 

Urinals. All urinals, troughs or gutters other 
than those heretofore prescribed, shall be con- 
structed of materials impervious to moisture and 
that will not corrode under the action of urine. 
When the floor gutters are used as urinals the 
gutters shall be made with Portland cement or 
other impervious material, and the floors and walls 
within five (5) feet of such gutter shall be made 
equally water tight and impervious. In districts 
having no sewer connections copper urinal troughs 
may be used in outhouses, sheds, barns and in 
yards and at least twenty (20) feet distant from 
any dwelling. The lip of all stall urinals must be 
set below the top of the floor so that all water or 
urine will drain from the floor to the urinal waste 
outlet, or a separate floor drain shall be provided 
for the toilet room. 


REGULATIONS ON VENTILATION ADDED 


NDER the article on ventilation of rooms and fix- 


ht additions have been made as follows: 
Ventilation. (a) Compartments containing not 
more than four (4) waterclosets or their equivalent 
shall be located in an apartment containing win- 
dows of sufficient area to properly ventilate the 
compartment, placed in the external walls of the 
building or shall be provided with a mechanical 
means of ventilation which will change the air at a 
normal temperature at least six (6) times per hour. 
(b) Compartments containing more than four 
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(4) waterclosets or their equivalent shall be located 
either in an apartment containing windows and 
provided with a gravity or mechanical system of 
ventilation which will change the air at normal 
temperature not less than six (6) times per hour; 
or, may be placed in a compartment without win- 
dows in the external wall of the building, providing 
a mechanical system of ventilation is installed 
which will change the air at normal temperature 
not less than six (6) times per hour. 

(Alternate for a and b.) Every toilet room and 
every watercloset or urinal compartment, unless 
provided with a suitable system of exhaust venti- 
lation, shall be ventilated directly to the outer air 
by movable windows or by skylights with fixed or 
pivoted louvres. Every such toilet room or com- 
partment shall have a window or glass skylight not 
less than one foot wide, and an area of not less than 
six square feet for one watercloset or urinal, and 
the area of the window or skylight shall be in- 
creased by at least one square foot for every addi- 
tional watercloset or urinal. 

If a mechanical system of ventilation is used, 
such system shall consist of metal or smooth ma- 
sonry ducts extending from the individual toilet 
rooms or compartments to a fan or fans of sufficient 
capacity to exhaust a volume of not less than thirty 
(30) cubic feet of air per minute for each water- 
closet or urinal, and in no case shall less than six 
changes of air in the toilet room or compartment be 
allowed per hour. The exhaust duct shall discharge 
into the outside air above the room and in such a 
manner as not to create objectionable odors or a 
nuisance on the premises or adjacent premises. 











Sectional vi ew 
of Model No. 2 
or Hot Water 
Heating Sys- 
tems 


Keystones 


A Model No. 2 Red Top Relief Valve is a key- 
stone of profitable business for you. It is the 
part which makes possible the Red Top Pres- 
sure System of Hot Water Heating. An airtight 
expansion tank is the only other special equip- 
ment you need. 

You can install this safe, efficient system at a 
cost which will bring you business and allow a 
real profit. 

Write for folder descriptive of this valve and the 
Red Top system. And the Model No. 1 valve 
for safe-guarding domestic hot water supply. 


NEPTUNE METER CO. 
50 East 42nd St., New York City, N. Y. 
Branch Offices in Principal Cities 


Red fop Relief Valves 











| ERFECTLY MACHINED 


Best RED METAL 


Firtincs WELL BUILT 


P B F’s combine all of these qualities 


“The Red Brass Fitting Line’ 














PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 
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atrous 


Patent Plumbing Fixtures 
and Duojet Water Closets 


LINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves—Urinals— 
Drinking Fountains—Self-Closing Basin Cocks—Liq- 
uid Soap Fixtures, etc. 
Manufactured and Sold Exclusteely by 


THE IMPERIAL BRASS MFG. COMPANY 
1231 West Harrison St. CHICAGO 


New York Office, Room 514, 51 E. gand St. 


== [GAN Ree 


Ask Your Wholesaler About 


They._Never Need Re-packing 


CAPITOL BRASS WORKS 


Manufacturers of Brass Valves and Boiler Trimmings 


2300 FRANKLIN STREET 


=S=DETROIT, MICh=S> 









































Michigan Smelting 
and ReGning Co. 


now operatin, 
Capitol — Works 
nm 


a 
Acme Brass Division 








Classic Sink Fixture 


Father of all the other 
combination sink fixtures 
and far and away the 
biggest seller of the lot. 
You'll make no mistake 
to keep on selling Classics, 
no matter how many 
substitutes come hammer- 


CHICAGO ““™* 
EF E The Chicago Faucet Co. 





2700-22 N. Crawford Ave. 
Chicago, Ill. 




















Byway Automatically 

Oiled Power Pumps re- ae 
quire a minimum of attention Fig. 809 
and render long, dependable 

service, at low cost. Fig. 809 

“Oil-Rite” is a typical exam- 

ple. Send for Special Bulletin 

featuring Fig. 809. Complete 

Catalogue upon request. 


THE DEMING COMPANY 
Established 1880 Salem, Ohio 


HAND AND POWER PUMPS 
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It seems to us that the paragraphs 6n ventilation are 
especially important, but our knowledge of the subject 
would indicate that the average plumbing code glan: 
lightly over this subject. 

Under the article on house drains and sewers, three im 
portant provisos are made, and these also are often laci- 
ing from plumbing codes. They are the following: 

Exhaust blow-offs and drip pipe connections. 
The exhaust blow-off, sediment or drip pipe from a 
steam boiler shall not connect directly with any 
sewer, drain, soil or waste pipe. Such pipes shall 
discharge into the top and above the line of dis- 
charge of a suitable closed tank or condenser made 
of wrought or cast-iron, provided with a relief pipe, 
of at least three (3) inches in diameter, extending 
to the outer air above the roof. 

The waste from said tank or condenser shall be 
taken from the bottom and be at least one size 
larger than the inlet, but not less than three (3) 
inches in diameter, and provided with a trap that 
has a seal of not less than twenty-four (24) inches, 
and wherever possible shall connect to the house 
sewer and not to the house drain. 

Hot water discharge prohibited. Water heated 
to over one hundred and forty (140) degrees, Fah- 
renheit, shall not be allowed to enter any street 
sewer, drain or laterai. When blow-off tanks dis- 
charge water at a higher temperature they shall be 
provided with a cooling device. 

Elevator connections. All direct connected hy- 
draulic elevators, lifts or pressure machines shall 
be provided with an intermediate tank of sufficient 
capacity as to discharge its waste without pressure 
into any sewer, drain, soil or waste pipe. Such 
tanks shall be trapped and where there is danger of 
back pressure from sewer there shall be placed on 
its outlet side a sewer or back-water valve. 

Additions to the article on refrigerator, safe and spe- 
cial wastes include provisions for garage drains, and this 
has now become everywhere an exceedingly important 
subject for the plumbing code to deal with. 

Kitchen wastes. Kitchen or other greasy wastes 
from hotels, restaurants, club houses, public institu- 
tions or other establishments in which much cook- 
ing is done or greasy wastes obtain, shall be inter- 
cepted by a catch basin or a grease trap, and then 
conducted to the house sewer. Such catch basins 
or grease traps shall have the accumulated grease 
and fats removed therefrom at regular intervals 
and shall be so maintained as to insure the exclu- 
sion of the same from the sewerage system. 

Stable (and garage) wastes. All liquid wastes 
from barns (garages), stables, manure pits and 
stable yards shall be intercepted before entering the 
sewer by a suitable catch basin, properly trapped. 
Said catch basin shall be provided with a vent not 
less than four (4) inches continued through the 
roof. 


Garage drains and catch basins. In municipali- 
ties having a sewerage system any garage or other 
structure for the housing, sale or repair of automo- 
biles which is provided with a water supply of 
either a temporary or permanent character, or in 
which automobiles are washed, cleaned or repaired, 
shall be provided with proper means for draining 
the floors and repair pits, in such a manner that no 
drainage therefrom shall flow over any street, alley 
or paved approach. Such drains shall be so ar- 
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The Spud 
Spud is brass, 
seated in metal. 
Locked, cannot 
pull out. 


COPRTOP 


K BALL”* 





No “Crashing The Gate’ 


When A COPRRTOPR 
Sits On The Valve / 


Inner Shell 
Locks against out- 
er shell, Clinches 
fold of rubber sec- 
tion, making 
union between 
metal and rubber 
permanently air- 
tight and water- 
tight. 






Clincher 
Fold 
Rubber Section 
locks between 
inner and outer shell. 
Air-tight and water-tight 


uter Small Hole 
hell More efficient than large hole 
Keeps ball sometimes used in molded 
perfectly rubber tank balls. 


oO 
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HE CopRtop says NO!!—and sits 
tight. But it jumps like a Bell-Hop 
at the pull of the rod. 








gh Speak of CopRtop and you're talking about 
= a “common sense” tank ball. This better 
ball has a rustless, rigid top—where strength 

and shape preserving stiffness are needed. 

The bottom is of tough, high grade red rub- 

Guaranteed ber, molded in one piece (not blown.) This 
for insures perfect shaping, unvarying thickness 

2 YEARS: of walls, without thin spots, and equal and 


lasting resiliency at every point. Union 
between metal and rubber is air-tight and 
water-tight. 





If you can get better tank 
balls it pays to use them. 
They prevent tinkering repairs 
that don’t pay! Let us send 
you a CopRtop FREE for a 
tryout. Use the coupon! 





Sold Exclusively Through 
The Jobbing Trade 








FREE TRIAL COUPON 


D Alednacan RuBBER PRopucTs CORPORATION 
| J. M. LYONS, 48 EAST 4ist STREET, NEW YORK 


| Please send me FREE One CopRtop TANK BALL .......... Inch 
| NAME TF ee Oe ne CIT OPT CCT IO CH TOI DOC CTT ae a aren 
‘ senpen AE Ce RE SS LT Oe Te ee 
ee ADDRESS .................. 





ora nae cae ONS TET 


mre 














Mention Domestic ENGINEERING when writing advertisers. 





64 


DOMESTIC ENGINEERING January 22, 1927 





WISECO 





BASIN 


ALLIER~: 


WASTE 











The last word in 
simplicity of con- 
struction. 


No set screws or 
cotter pins. 


Plenty of adjust- 
ment, will fit any 
lavatory designed 
for a pop-up. 

Positive in action. 
A patented device 
prevents the 


plunger from clos- 
ing until released. 


Easy to install— 
Ask Your Jobber 


to show you a 
Wiseco Pop-Up 
and be convinced 
it has no equal. 





Melvin A. Traylor, president 
of the American Bankers 
Association, said recently: 
“The business will be there in 
1927 for those who go out 
after it.” That, too, is the 
message of the leaders of our 
own industry. Another big 
building construction year is 
predicted. Credit remains easy. 
Perhaps the forecasts for 1927 
would fit any normal year— 
the business is there for the 
vigorous merchandiser. Will 
you get your share of it? 


—The Oul. 
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THE STANDARD OF QUALITY SINCE 1877 


TRADE MARK 


J. B. WISE, Inc. 


WATERTOWN, N. Y. 


NEW YORK PHILADELPHIA CHICAGO 
ST. PETERSBURG LOS ANGELES 
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ranged as to intercept all oil, gasoline or other in- 
flammable fluids, as well as sand, silt and other 
solids for the purpose of excluding same from the 
sewerage system. 

They shall be provided with a sealed inlet open- 
ing not less than three (3) inches in diameter and 
a ventilating pipe of not less than three (3) inches 
in diameter and carried up above the highest part 
of the roof and subject to the same conditions as 
required for roof outlets of soil or waste pipes. 

The material for vent pipe must be the same as 
required for house drains when below ground and 
for soil and waste vents when above ground. 

Such drains shall have the accumulated oils and 
other inflammable fluids pumped or otherwise re- 
moved therefrom at regular intervals, and shall be 
so maintained as to insure the exclusion of the 
same from the sewerage system. 

They shall also be kept free of sand, silt and 
other solids and shall be subject to a periodical 
inspection. 

Changes in the Maine code are quite a bit different from 
those in the New York code, and these we shall consider 
in another article. 

As we understand it, and our understanding is based 
on the general statement contained on page 17 of the 
government report, the plumbing code recommended by 
the government is drawn primarily for dwelling houses. 
That being the case, it will generally be found necessary 
for states and for cities and towns to take the recom- 
mended code as a basis and to build on it just as New 
York and Maine have done, until a code is obtained that 
answers all requirements as nearly as possible. The big 
thing in undertaking to formulate a code, however, is the 
fact that in the recommended government code a splendid 
foundation is provided and it requires but little overhaul- 
ing to make it complete. 


Convention Dates 


January 25, 26, 27 and 28, 1927.—The annual meeting of the 
American Society of Heating and Ventilating Engineers, in 
St. Louis, Mo. 

January 29 and 30, 1927.—-The general conference of the 
presidents and secretaries of the local master plumbers’ asso- 
ciations in California, at the Master Plumbers’ hall, Fresno, 
Calif. 

February 1 and 2, 1927.—Annual convention of the Minne- 
sota Retail Plumbers’ Association at Hotel Radisson, Minne- 
apolis. 

February 7 and 8, 1927.—The annual convention of the 
West Virginia Association of Master Plumbers, at Huntington, 
with headquarters at the Prichard Hotel. 

February 8 and 9, 1927.—Annual convention of the Nebraska 
State Association of Master Plumbers, at Omaha. 

February 8, 9 and 10, 1927.—The thirty-sixth annual con- 
vention of the Ohio State Association of Master Plumbers, at 
Youngstown, with headquarters at the Ohio Hotel. 

February 9 and 10, 1927.—The winter meeting of the East- 
ern Supply Association, at the Hotel Astor, New York City. 

February 15, 16, 17 and 18, 1927.—Second Midwest Power 
Conference and Exposition at the Coliseum, Chicago, IIl. 

February 16 and 17, 1927.—Conference of members of the 
plumbing industry at the Massachusetts Institute of Technol- 
ogy, in Boston, Mass. 

February 23 and 24, 1927.—The winter meeting of the Cen- 
tral Supply Association, at the Palmer House, Chicago, 

March 8 and 9, 1927.—Annual convention of the Maine State 
Association of Master Plumbers, at the Hotel Falmouth, Port- 
land. 

March 8 and 9, 1927.—The annual convention of the North 
Dakota State Association of Master Plumbers, at Grand Forks. 
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In the selection of a pump or water system for 
— home, farm or factory—in the choosing of a 
ine of pumps for resale to your customers, it is well 
to remember that the MYERS line of Hand and 
Power Pumps for Every Purpose and MYERS Water 
Systems for residences, farms, public and private 
institutions have fifty years of pump building exper- 
jience behind their design, construction and finish, The name 
MYERS guarantees the quality while numerous patented im- 

ovements insure ease of operation, large capacity and dependable, 
a time service. Literature and information to users. Catalog 
A postal is sufficient. 
















‘and prices to reliable dealers, 


The F-E.MYERS « BRO.CO.Ashliand Ohio. 


— ASHLAND PUMP AND HAY TOOL WORKS -—— 


| TheAfINNEAPOLIS™ 


S&S HEAT REGULATOR 
J°?r COAL—~GAS—OIL 
a dn an aA dn Jaan PAa Pn Pr pn on Pn Aan On Ae 




















Backed by Nation-Wide 

field organizations with- 

out equal in the industry. 
Write for the Minneapolis proposition. 


y Minneapolis Heat Regulator Co. 
SZ Established 1835 
2801 Fourth Ave., So Minneapolis, Minn 










NNEDY 


VALVES-PIPE FITTINGS-FIRE HYDRANTS 


Radiator 
Valves 


Straightway, angle and 
corner types, with or with- 
out union, various finishes. 


Send for catalog 


THE KENNEDY VALVE MFG. CO. 
Elmira, N. Y. 
Branches in principal cities 




















No. 1020 
AMERICAN SANITARY MFG. CO., Abingdon, Illinois 








DOMESTIC ENGINEERING January 22, 1927 











' J. A. ZURN MANUFACTURING COMPANY 











et this! 


---a cast iron specialty is 
no better than the metal 
from which it was cast 


ZURN products are made from pure 
pig iron. The result is a lighter, more 
durable, close-grained casting that 
will stand rough handling. They’re 
easier to work with because we don’t 
have to put the weight into them 
necessary to make clumsy castings 
as are produced from scrap iron. 
Just a few of our lines: 


TRAP SCREW FERRULES 
Cc. I, CLOSET BENDS 
Cc. I. DRUM TRAPS 


TRIPOD BOILER STANDS 
‘ (Steel and Iron) 


C. I. CESSPOOLS 
BACK WATER TRAPS 
C. I. SINK TRAPS 
CELLAR DRAINERS 
DRAINAGE FITTINGS 


Erie, Penna. 


Chicago Warehouse—14th Place and Clinton St. 
Branch Offices—New York, Philadelphia, Pittsburgh, Los Angeles, 
Seattle, Portland, Atlanta, San Juan, Porto Rico 


URN 
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March -14, 15 and 16, 1927.—The annual convention of the 
indiana Society of Sanitary Engineers, at Indianapolis. 
March 14-19, 1927.—The Second National Heating and Ven- 
tilating Exposition, Twelfth Regiment Armory, New York 
City. 
March 14, 15 and 16, 1927.—The annual convention of the 
Kansas Master Plumbers’ Association, at Wichita, Kans. 
March 21, 22 and 23, 1927.—The annual convention of the a 
Missouri State Association of Master Plumbers at St. Joseph, Sh d | b F 
with headquarters at the Robidoux Hotel. ower an Uu ixture 
March 29 and 30, 1927.—The annual convention of the New 
York State Association of Master Plumbers, at New York City. * (Severa! Patents Pending) 


April 2-9, 1927.—The annual Own Your Home Exposition, at 
the Coliseum in Chicago. 

April 5 and 6, 1927.—Annual convention of Massachusetts 
State Association of Master Plumbers, Inc., at Boston. Place 
of meeting has not yet been chosen. 

April 5, 6 and 7, 1927.—The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

April 7 and 8, 1927.—The annual convention of the Louisi- 
ana-Mississippi Association of Plumbing and Heating Dealers, 
at Gulfport, Miss. 

April 11 and 12, 1927.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Muskogee, 
Okla., with headquarters at the Severs Hotel. 

April 14 and 15, 1927.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Little Rock. 

May 2 and 3, 1927.—The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
ciated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Texas Hotel. 

May 9 and 10, 1927.—The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 

May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C. 

May 10 and 11, 1927.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at Denver, 
Colo. 

May 16 and 17, 1927.—The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. 

May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 17 and 18, 1927.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers,. at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 19, 20 and 21, 1927.—The annual convention of the 
Oregon Association of Master Plumbers, at Klamath Falls, 
Ore. 

May 27 and 28, 1927.—Annual convention of the Washington 
State Master Plumbers’ Association at a city to be determined 
later. 

June 2, 3 and 4, 1927.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 

June 6 to 11, 1927.—The national convention of the Amer- 
ican Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. S 

June 8, 9 and 10, 1927.—The annual convention of the Utah mas 
State Association of Sanitary and Heating Engineers, at Salt : 
Lake City, Utah. 


June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Min- y ; j r 
neapolis, Minn., with headquarters at Hotel Radisson. A complete line of this popula 

fixture shown in our supple- 
ment catalog. 















































Other Trade Events 


February 5, 1927.—The annual get-together of the Master 
Plumbers, Steam Fitters and Sheet Metal Workers’ Associa- 


tion of Elizabeth; N. J., at the Elks Auditorium in that city. Ask your jobber or write for copy. 
February 9, 1927.—Ladies’ Night of the Master Plumbers’ 

Association of Philadelphia, at the Bellevue-Stratford Hotel. MANUFACTURED BY 
February 15, 1927.—Annual banquet of the Master Plumbers’ 

Association of Montclair, Bloomfield, Verona and Vicinity, at Milwaukee Flush Valve Co. 


the Elks’ Club, Montclair, N. J. 

February 24, 1927.—-The thirty-first annual banquet and 
ladies’ night of the Master Plumbers’ Association of Newark, 
N, J., at the Elks Club in that city. 


Milwaukee, Wis., U. S. A. 
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THIS WEEK 











AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








BUYS CINCINNATI BRANCH OF WALWORTH CO. 

The Lawson-Darroch Co., Cincinnati, Ohio, has pur- 
chased the Cincinnati branch of the Walworth Co. of Bos- 
ton, and the transfer has just taken place. 





OPENS NEW ENGLAND CFFICE 
The National Regulator Co., of Chicago, has opened a 
New England distribution and sales office at 127 Federal 
street, Boston, Mass. W. W. Redmond, formerly with the 
Powers Regulator Co., has been placed in charge. 





MOVES CHICAGO OFFICE AND AUGMENTS 
PERSONNEL 

Chicago headquarters of the Lovekin Water Heater Co., 
of Philadelphia, have been moved to 218 South Wabash 
avenue. Barney Olson has been named district sales man- 
ager for the Chicago territory, and C. O. Frary, W. D. 
Roberts and Harry Gervais have been added to the local 
force. 





TO BUILD NEW BRANCH AT PONTIAC, MICH. 

Construction has been started at Pontiac, Mich., on a 
new branch house for Murray W. Sales & Co., of Detroit. 
The new structure will be of brick construction, modern 
throughout, and will have a private railroad siding. Be- 
sides the sales offices of the wholesale house, a large and 
modern warehouse will be erected. The new branch will 
be located at 568-578 South Paddock street, Pontiac. 








TO BUILD NEW WAREHOUSE 

W. V. Egbert & Co., Inc., Newark, N. J., will open a 
new warehouse branch in Orange, N. J., about February 1. 
The Egbert concern has purchased a plot, 70x270 ft., at 
North Park and Lake streets, which already is partially 
covered by a building, and is erecting another one-story 
warehouse building. The property is well equipped with 
trackage, being bounded by the Erie Railroad on the north. 





TRANSMITS ADVERTISING COPY BY TELEPHONE TO 
INGLAND 


J. H. Balmer Co., of Newark, N. J., was the first firm 
to use the new transatlantic telephone service as a means 
of sending advertising copy to England. Joseph E. Han- 
son, advertising manager for the firm, telephoned copy to 
Lint Smith, advertising manager of a London newspaper, 


on January 8. 
NOW THE NORMAN BOOSEY MFG. CO. 

The Greenwood Mfg. Co., of Detroit, Mich., will here- 
after do business under the name of the Norman Boosey 
Mfg. Co., according to announcement just issued by Nor- 
man E. Boosey. In connection with this change, H. 
Brooks, who has been with the United States Rubber Co., 
has returned to the Norman Boosey Mfg. Co. as vice 
president and sales manager, while Lewis J. Frost, who 


has been with the Greenwood organization for the last 
13 years, has been made secretary-treasurer of the new 
company. 


COMPLETE PLANS FOR CANADIAN FACTORY 

Plans for a Canadian factory of the Stark Pump Co., of 
Detroit, Mich., have been completed, according to an an- 
nouncement by the concern. The plant will be located at 
Toronto, Ontario, and will serve the Canadian trade of the 
Stark Co., with H. S. Moore in charge of the manufacture 
and sales of the output. 

The new Chicago factory branch of the Stark Pump Co. 
has been opened at 642 West Washington street with 
J. H. Borden in charge, assisted by J. W. Mathewson. The 
new manager was formerly associated with the American 





Radiator Co. 
HOLDS SIX DAY SALES CONVENTION AT BLOOMING- 
TON, ILL. 

Eighty-one men of the sales force of the Williams Oil-O- 
Matic Heating Corporation of Bloomington, IIl., met at 
the company headquarters for a six-day conference re- 
cently. An optimistic spirit prevailed at the meeting, and 
predictions were freely made that 1927 would eclipse any 
business year the company has had. C. U. Williams, 
president of the corporation, gave an inspiring talk, and 
Lawrence I. Smith, general sales manager, told of the 
sales plans for the coming year, and explained how the 
corporation will cooperate with dealers in merchandising 
its product. 


SLOAN VALVE SALES REPRESENTATIVES VISIT 
FACTORY 

Sales representatives of the Sloan Valve Co., Chicago, 
from all parts of the country, paid a visit to the factory 
and home oflice of the company during the early part of 
the month. William Evans of the Dallas, Texas, office was 
the first to arrive, and he was closely followed by H. F. 
Willis of Des Moines, Iowa; J. L. Dorset of Richmond, Va.; 
E. C. Whalen of Los Angeles, and W. J. Driscoll of San 
Francisco, Calif. W.C. Hanely of the New Orleans, La., 
office was the last to arrive, and he brought his family 
along for a visit in Chicago. 
Cc. Ss. D. L. TO HEAR LECTURES ON SALESMANSHIP 

Members and friends of the California Sanitation De- 
velopment League are looking forward to the course of 
lectures to be given by Dr. Paul W. Ivey on salesmanship. 
The lectures will be delivered in Native Sons Hall, Mason 
street, San Francisco, on the evenings of February 14, 17, 
21, 24 and 28. The five sessions will be divided into two 
lecture periods each, a 45-minute intermission being de- 
voted to discussing the subject in hand, and will have par- 
ticular bearing on the plumbing and heating industry. 
Special price inducements are being offered by the league 
to master plumbers, contractors and their representatives. 
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Dr. Ivey’s work has been productive of splendid results 
in manufacturing, wholesale and retail circles throughout 
the country, and great enthusiasm manifested by execu- 
tives and members of sales forces wherever his services 
have been made available. He was formerly professor of 
marketing at the University of Nebraska, and is now lec- 
turer on sales methods at Northwestern University, Evans- 
ton, Il. 
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the detriment or neglect of the business in hand. Also he 
stressed the importance of a thorough-going acquaintance 
with one’s catalog. 

At this meeting, Norman Farlow, president of the or- 
ganization, was unanimously appointed to represent the 
local body at the national convention of plumbing ‘and 
heating supply salesmen, which is scheduled to be held ai 
Newark, N. J., during the latter part of May. 











The Heating and Ventilating Building recently completed at Twenty-seventh and Hill streets, Los 
Angeles, Calif. 


The lecture subjects are as follows: Creative Salesman- 
ship, Building Values, Why Customers Buy, Types of Cus- 
tomers, Selling Your Personality, Personality Building, 
Opening the Sale, Closing the Sale, Selling by Suggestion, 
Super-Salesmanship. 


MUELLER CO. MANAGER ADDRESSES SALESMAN 
ORGANIZATION 


The talk given by Thomas J. Leary of the Mueller Co. 
at the Clift Hotel, San Francisco, January 4, on the occa- 
sion of the luncheon-meeting of the Association of Plumb- 
ing and Heating Supply Salesmen, was enthusiastically re- 
ceived. Mr. Leary chose for his subject “Some Glaring 
Mistakes of Salesmen,”’ and scored a decided hit. The 
burden of his remarks, together with his convincing 
method of presentation, alike evoked great interest. Among 
other things, he warned against the use of personality to 








LOS ANGELES HEATING AND VENTILATING 
BUILDING COMPLETED 


The Heating and Ventilating building at Twenty-sev- 
enth and Hill streets, Los Angeles, Calif., which was re- 
cently completed, is being rapidly filled with tenants. The 
structure is two stories high with eight stores on the 
ground floor and eight offices on the second floor. All of 
the stores and offices are occupied by concerns or indi- 


viduals dealing in heating or ventilating equipment. 





NATIONAL PLUMBING & HEATING SUPPLY CO. 
CELEBRATES ANNIVERSARY 
The National Plumbing & Heating Supply Co., of Sixty- 
third street and Prairie avenue, Chicago, celebrated its 
nineteenth anniversary with a sales conference on Friday 
and Saturday, January 7 and 8, ending it with a banquet 
at the Hamilton Club. All members of the sales force of 





The annual sales convention of the National Plumbing & Heating Supply Co., Chicago 
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the concern attended the conferences which were held 
during the two days, and all participated in the general 
discussions which tended to bring out suggestions for im- 
provements and progress during the coming year. Besides 
the members of the company and the employees, talks were 
given by manufacturers of a number of plumbing and 
heating commodities. E. C. Garrity, president of the com- 
pany, presided at the conference. 

S. M. Murdock, vice-president of the concern, was toast- 
master at the banquet at the Hamilton Club, which was 
attended by the sales force and a number of specially in- 
vited guests. -Talks were made by most of those present, 
and a watch was presented to Fred P. Garrity, secretary- 
treasurer of the company. 

Among the guests were: G. C. Mahaffey of the Speak- 
man Co.; E. J. Murray, Ohio Brass Co.; C. C. Stringer, 
Stringer Bros.; W. S. —o Thomas Maddock’s Sons Co.; 
William Lee, Kohler Co.; C. W. Farrar, Excelso Specialty 
Works, Inc.; George bos Wolff Range Boiler Mfg. Co.; 
T. Kaysen, hemarten Water Softener Co., and A. W. Hale, 
Stockham Pipe & Fittings Co. 





AMERICAN ENAMELED PRODUCTS CO, OPERATES 
NEW MOUNT PLEASANT, MICH., PLANT 

The American Enameled Products Co., 2101 Indiana 

avenue, Chicago, Ill., has recently completed and put into 

operation a new plant at Mount Pleasant, Mich. The 








The new plant of the American Enameled Products Co. at 
Mount Pleasant, Mich. 


buildings, as pictured herewith, are thoroughly modern, 
covering 80,000 sq. ft. of space on ground twenty-three 
and one-half acres in area. They are of brick construc- 
tion, of the modern saw-tooth type. This is an additional 
plant to its main factory in Chicago and gives the com- 
pany a 200 per cent increased production capacity. 


. 


N. A. P. H. S. ANNOUNCES COMMITTEES AND PRO- 
GRAM FOR SECOND NATIONAL CONVENTION 

Harry Homer, general chairman of the committee on 
arrangements for the annual convention of the National 
Association of Plumbing and Heating Salesmen, announces 
a tentative program for the three-day session from May 26 
to 28, which is to be held at the Hotel Robert Treat, 
Newark, N. J. Mr. Homer has also prepared a list of the 
committees which will have the affair in charge. He states 
that all of the various locals are planning on sending dele- 
gations, even Seattle, the farthest point, planning to be 
represented. : 

The committee on arrangements includes: 

General Chairman, Harry Homer. 

Finance Committee: R. D. Condit, chairman; H. A. Under- 
wood, Frank Boyd. 

Hotel Committee: F. A. McCarthy, chairman; William Munch, 
William G. Krueger. 

Transportation Committee: Merril R. Carr, chairman; Frank 
R. Nichols, H. J. Matthiessen. 

Registration Committee: Edward Robinson, chairman; E. J. 
Bender, R. D. Condit, C. H. Weaver, S. Smukler. 
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Vise Stand 


(Yoke Pattern) 


Lightweight—easily 
moved from placeto 
place. Strong and dur- 
able. Pipe Bender of 
l-inch capacity, tray for 
tools and dope pot Legs 
and connecting pipe not 
furnished. 


\ > Ask your jobber 


-¥ \ } aeng Tool Comoees 
Elyria, Ohio 


= RIAD 


Capacity 


é PIPE WRENCHES 
woor  Tasmeese WRENCHES 
CUTTERS 














Byers Nipples Marked 


weight pipe ‘‘BYERS STD”’ 
Nipples made from extra 
heavy pipe “BYERS XH” 
Specify BYERS genuine 
wrought iron nipples, and look 
for the BYERS name stamped 
in the metal. 





To provide double insurance 
against mistakes, the Byers 
Name and the weight or thick- 
ness are plainly stamped in the 
metal as indicated on above 
illustration, thus 

Nipples from standard 


A. M. BYERS COMPANY, Pittsburgh, Pa. 
Established 1864 








¥ 


EAGLE LEAD PIPE 


you can always tell Eagle Pipe by its smooth 
ends—carefully reamed out toinsure regularity 
and uniformity of dimensions. Careful buyers 
look for this distinctive feature as a guaran- 
tee of quality—an assurance of unusual care 
in the making of better lead pipe and fittings. 


The EAGLE-PICHER LEAD COMPANY 
Chicago + Joplin + Cincinnati 


Producers of lead and allied products 





| Bteven Plants + Branches in all principal cities 








The Prier 
Valve 


Non-rising Stem—High Lift 
Particularly approved for 


forced systems of hot water 
heating and one pipe steam 
systems because of the excep- 
tional free drainage of water 
which it affords. 


Prices are right — Ask for folder D. 


WALTER H. PRIER COMPANY 
Dunham Bldg. 450 E. Ohio St. Chicago, III. 





Sa arena nanan anna 


. 
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Resolutions Committee: Wm. F. Weber, chairman; John 
Taylor, Ernest Hamilton, Henry F. Baillet. 

Speakers’ Committee: Frank Boyd, chairman; John H. Tay- 
lor, Walter Johnson, George Taylor. 

Entertainment Committee: Russel Galbraith, chairman; Al- 
bert Tesch, R. H. Jones, William E. Krueger, Vincent J. Tiger, 
R. Donaldson. 

Bosses Night Committee: C. B. Wynne, chairman; George 
Taylor, L. W. White, E. Bredéhoft, J. Flemm, Herman Wein- 
rich, W. E. Sippell 

Publicity Committee: William F. Weber, chairman; A. Pay- 
son, W. H. Oleson, Joseph Slater, Joseph McCormick. 

Credential Committee: E. Robinson, chairman; L. H. Stroh, 
CC. W. Cope, Porter West, R. J. Maggi. 

teception Committee: H. A. Underwood, chairman. H. F. 
Leaillet, R. J. Donaldson, Otto Hebeler, R. H. Jones, W. E. Sip- 
pell. 

Attendance Committee: Vincent Tiger, chairman. Ray Con- 
dit, . Robinson, Otto Hebeler, Ed. Bender, Walter T. Hein, 
Victor Harder, fh. Hawk 

Ladies Committee: Mrs. KE. Bredehoft, chairman; Mrs. A. 
Tesch, Mrs. W. E. Krueger, Mrs. E. Robinson, Mrs. John Tay- 
lor, Mrs. L. H. White, Mrs. John Flemm, Miss Alice Walsh, 
Mrs. Harry Homer. 

Sight Seeing Committee: A. Tesch, chairman; W. E. Krue- 
ger, Harry Olsen, Harry Swenson, C. H. Weaver. 


The tentative program is as follows: 


PROGRAM 
Thursday Morning Session 
May 26, 1927—McCarter Gallery 

8:30 a.m Registration. 

10:00 a.m. National Anthem. 

10:15 a.m. Address of Welecome—W. E. Carmichael, presi- 
dent of the New Jersey Chapter No. 1. 

10:30 a.m Address of Welcome—W. G. Boales, president of 
the N. A. of P. & H. Salesmen. 


10:45 a.m Address of Welcome and Presentation of Keys 
to the City by City Official. 
11:00 a.m. Announcements of Sessions and Program for 


the three-day Convention by Harry Homer, general chairman. 


11:15 a.m. Address (Speaker). 
11:45 a.m. Address (Speaker). 
12:15 p.m. “Get Together Luncheon.” 


Thursday Afternoon Session 
May 26, 1927 

1:30 p.m. Address (Speaker), “Co-ordinating Sales Effort 
with Advertising.” 

Discussion Period. 

3:00 p.m Business Session. Presentation and Discussion 
of Resolutions. 

3:30 p.m. Report of Credential Committee. Election of 
Nomination Committee. 

4:00 p.m. Address (Speaker). 

4:30 p.m. Address (Speaker). 

5:00 p.m. Adjourn. 

Thursday Evening 
“BOSSES NIGHT,” Sponsored by New Jersey Chapter No. 1 
Dinner—Ball Room—7:00 p. m. 

Address of Welcome by William G. Boales, president N. A. 
of P. & H. Salesmen. 

Toastmaster— 

Humorist— 

Address (Speaker), “Our Association,’ 
tion. 

Address (Speaker). 

Address (Speaker). 

Address (Speaker). 

Impromptu Talks by Local Jobbers. Subject: ‘‘What the Na- 
tional Association of Plumbing and Heating Salesmen Has 
Meant to Us.” 


Member of Associa- 


Friday Morning Session 
May 27, 1927—McCarter Gallery 
10:00 a.m. Address (Speaker). 
10:30 a.m. Address (Speaker), “The Selling Problems That 
the National Association Are Solving.” 
Discussion Period. 
12:00 m. Luncheon. 
Friday Afternoon Session 
May 27, 1927—McCarter Gallery 
1:30 p.m. Address (Speaker), “The Manufacturer’s and 
Wholesaler’s Salesmen as an Inspirational Force.” 










able. 
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ALTERNATE 


OPENING 2301 KNOX AVENUE 


recial Fittin. 
for Type F 


Used where no 2” opening in boiler is avail- 
The Special Fitting for Type F (shown 
in black) takes the place of a “Y” fitting, 
greatly simplifying installation. Has three 
threaded openings, the two best suited being 
used and the third plugged, making it adapt- 
able to any location. 


Keep Special Fittings in stock; they 
save time on all pipe line installations 
of Type F Damper Regulators. 

Type F Regulators are standard equip- 
ment on the better boilers. 


NATIONAL REGULATOR CO. 





DAMPER. 
REGULATOR 
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DAMPER REGULATOR 
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2:00 n.m. Address (Speaker), “What the Manufacturers 
und Wholesalers Can Do.” 

3:00 p.m. Discussion Period. 

1:00 p.m. Adjourn, 

1:00 p.m. President's and Secretary’s Conference. 

Friday Evening 
Banquet and Dance—Ball Room—8:00 p. m. 

Toastmaster— 

Music and Entertainment. 

Address—A. Harry Moore, Governor of State of New Jersey. 

Dancing. 

Saturday Morning Session 
May 28, 1927—McCarter Gallery 

10:00 a.m. Address (Speaker), “What Enthusiasm Will 
Do.” 

Discussion Period 

11:00 a.m. Order of Business—Election of Officers. Open 
Discussions. Adjourn Sine Die. 





CHICAGO POTTERY CO. ADDS TO SALES AND 
PUBLICITY FORCE 

Recent appointments by the Chicago Pottery Co., Chi- 
cago, Ill., have made P. J. Murphy, formerly in charge of 
the company’s new display room in the London Guarantee 
Building, city salesman; F. D. Slayton, director of pub- 
licity, with headquarters at the display room; and Fred- 
erick Zimmer, promotional man in city territory. C. R. 
Palmer continues as city sales promotional manager. 


Personal Mention 


C. W. Wanger, president of the Woodward-Wanger Co., 
of Philadelphia, addressed a joint meeting of the St. Paul 
and Minneapolis, Minn., master plumbers’ associations, 
held last week in the latter city. 

George W. Sahlin, formerly with the New York City 
office of the Sloan Valve Co., Chicago, has been appointed 
Northern New Jersey representative of the C. F. Church 
Manufacturing Co., Holyoke, Mass. Mr. Sahlin has estab- 
lished headquarters at 800 North Broad street, Newark. 

Cooper Pogue will open an office and warehouse in Cin- 
cinnati for the Richardson & Boynton Co. of New York. 
He formerly was with the Cincinnati branch office of Hart 
& Crouse Co. 

L. E. DeGroat, sales manager of the Capitol Brass Works 
of Detroit, Mich., is spending a few days in Philadelphia, 
New York and New England points, visiting his eastern 
representatives. 

M. C. Iverson, in charge of the showrooms of the Port- 
land office of the Standard Sanitary Manufacturing Co., has 
been spending the holidays with relatives in San Francisco. 

Jackson Noble has joined the Kohler Co. San Francisco 
branch on promotion work. For some time past he has 
been connected with the Richmond Sanitary Co. in that 
city. 

Edward M. Robinson, well known to the trade in north- 
ern New Jersey, having been identified with various con- 
cerns for 15 years, has become connected with H. Romeyn 
Smith, Inc., New York City. Mr. Robinson, who leaves a 
similar position with William S. Roe, Newark, N. J., will 
cover New Jersey territory for the New York concern. 

J. B. Ferneding, formerly with the M. J. Gibbons Supply 
Co., of Dayton, Ohio, is now connected with the sales de- 
partment of the Conemaugh Iron Works of Latrobe, Pa. 

Wm. Ball, of Kansas City, Kan., president of the Kansas 
State Association of Master Plumbers, was in Wichita 
(January 17, 18 and 19) to meet with the local members 
and help arrange for the state convention, which will be 
held in that city on March 14, 15 and 16. 

Edward Looker, secretary of the California Sanitation 
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Meets Today's 
Standards! 














Advanced standards of living 
have brought an increased appre- 
ciation of beauty in the modern 
home. 


The Rundle line meets the grow- 
ing demand for beautiful home 
interiors, with fixtures of highest 
quality and distinctive appear- 
ance. Rundle ware is gracefully 
proportioned and practically de- 
signed, to conform to the most 
advanced ideas in this field. 











The exclusive Rundle enameling 
process achieves the true, pure- 
white color desired by discrim- 
inating buyers. Rigid factory in- 
spection insures uniform quality 
and proper fit of every Rundle 
fixture. 























The Rundle sales policy has 
built good will with both the 
public and the trade for over a 
quarter century. You can build 
volume sales with the Rundle 
line. Write for catalog and 
name of your jobber. 














Rundle Mfg. Co. 
Milwaukee, Wis. 


RUNDLE 


PLUMBERS SANITARY ENAMELED WARE 
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makes it especially good for drive- 
ways, etc. Being screwless, it can 
be opened or closed in a second in 
any weather. The Edelco Round 
Top Water Box has a boltless and 
self locking top. They both caulk 
on 4” pipe from the top and are 
easily fitted to cement. Write for 
our Cast Iron Specialties catalog. 





Pd gw 
(ie EDELCO Boxes 
: pe tte 8" The guardians of the drainage 
al system! The Edelco Round Vent 
Box, with its extra heavy top, 


Sanitary Co. of America 


LINFIELD, PA. 











Beaton & Cadwell “Simplex” Flush Valves 
fit any make or model of bowl; and they're 
sturdy enough to stand up under the hard 
service they'll get in schools, public build- 


ms . Your jobber sells them. 


SEATON & CADWELL MFG.CO, 


Gstablished 1894 


DONNELLY 


Pressure Relief Valves 


can be adjusted in thirty seconds by 
any mechanic. Operate at any 
pressure from a faction of a pound up, 
as may be found necessary. 


We also make a complete line of 
TEMPERATURE - VACUUM and 
PRESSURE valves, either single or in 
combination. 











For sale by all g00d jobbers 
NELLY MFG 
29 Mills St. 


Whar 
AUTOMATIC SUMP PUMP 


Water drains into the 18” tile used 
as a pit. Float throws switch. 
Pump operates. Pit is emptied. 
Float throws switch. Motor stops. 
Dependable year after year opera- 
tion, the Taber Automatic 
Midget Sump Pump is really 
low in cost. 















































Write for Bulletin"120,MSJ_NOW! 
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Development League and a certified public accountant of 
San Francisco, has been commissioned to make the annual 
audit of the books of the National Association of Master 
Plumbers. 


W. H. Driscoll, president of the American Society of 
Heating and Ventilating Engineers, and A. V. Hutchinson, 
secretary, attended the meeting of the Western New York 
Chapter, held Monday evening, January 10, in Buffalo, 
we Bs 

Rollin C. Wilson, manufacturers’ representative of New 
York City, is being besieged by friends who are anxious to 
learn how he, in four years’ time, overcame ill health and 
built up a physique which many of them say compares fa- 
vorably with that of noted athletes. Mr. Wilson is busy 
describing the system of physical culture and dieting which 
he followed. 


Harold English, secretary of the Los Angeles B. T. U. 
Club and representative of the Buffalo Forge Co. in Los 
Angeles, left recently for a business trip to Buffalo and 
other eastern points. He expects to be gone about a 
month. 


James Barber of the Ruud Mfg. Co., Pittsburgh, Pa., is 
spending his annual winter vacation in Florida, where he 
has been sojourning since Christmas. 

E. S. Bishop, formerly New York district manager for 
the Midwest Air Filters, Inc., of Bradford, Pa., has been 
appointed general sales manager of the company with 
offices at the plant. 


J. Paul Gates has joined the sales force of the Humphrey 
Co., Kalamazoo, Mich., to cover the state of Indiana. 
George C. Hollister will represent the company in Virginia 
and North and South Carolina, and Dewey E. Krumwiede 
will cover Wisconsin. 


J. C. Ryan, sales manager of the Ross Mfg. Co., Kansas 
City, Mo., is again able to be out after having been con- 
fined to his home'since December 26 with a broken arm 
and minor injuries, the result of an automobile accident 
in which his car was struck by a reckless driver. Mr. 
Ryan’s mother and aunt, who were with him at the time, 
were both painfully injured and are still in a hospital. 

James Griggs, Los Angeles, Calif., manager for the 
Wheeling Sanitary Mfg. Co., of Wheeling, W. Va., has 
moved his office, showroom and warehouse from 848 Trac- 
tion street to 923 Santa Fe avenue in that city. 


George E. Clifford, Cincinnati, O., representative for the 
A. M. Byers Co., Pittsburgh, recently made a business trip 
to New York City, spending about a week in that territory. 


John Bitzer and Edward Bitzer, brothers, who represent 
Thomas Maddock’s Sons Co., Trenton, N. J., in the Phila- 
delphia territory, have for some time been confined to their 
home by illness. 


John Hulteng, a master plumber of Grand Forks, N. D., 
has been elected mayor, and in that capacity will welcome 
the masters at their state convention in Grand Forks in 
March. 


Dewey M. Dixon, assistant secretary of the Jobbers 


Credit Association of New York City, has resigned that 
position and will join the staff of the Music Industries 
Chamber of Commerce, Inc. In recognition of his faithful 
work with the jobbers; ten of his friends in the organiza- 
tion gave him a testimonial dinner at the Hotel Commo- 
dore, New York, Thursday evening, January 6, presenting 
him with a set of military brushes and comb. Mr. Dixon’s 
place with the Jobbers Credit Association will be taken 
by Thomas P. McCormack, who has been associated with 
the Commercial Investment Trust Corporation. 
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No ew Equipment 


Radiator Valves to Equalize Flow in Hot Water Heating 
System ‘ 

A new radiator valve has been designed to equalize the 
flow to various radiators in a hot water heating system. 
It is claimed that, by means of this valve, a forced hot 
water system can be laid out easily. After the hot water 




















installation is completed and all radiators are in place, a 
tube is inserted in the valve. The tube has numerous 
orifices and baffles capable of setting up a frictional re- 
sistance wherever the tube is installed. 
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is furnished with the valve 


When the work is completed 


The heating contractor 
bodies without the tubes. 
and the radiators are in place, the contractor is required 
to send a set of correct plans and ask for tubes that are 
so constructed that, when inserted in the valve, they set 
up the exact resistance required for each radiator. Each 
resistance tube is numbered with the number of one 
radiator valve shown on the plan drawing. The heating 
contractor drops each tube into place in the particular 
radiator valve for which the tube was devised. The system 
is then ready for operation. The amount of resistance is 
non-adjustable and unchangeable so long as the resistance 
tube remains in the valve. 

It is claimed that this valve obviates the necessity of 
elaborate calculations of pipe sizes in forced hot water 
heating systems, and that it equalizes friction resistance 
in the piping to every radiator; that radiators may be 
connected to any riser the same as for steam systems and 
that it facilitates changing pipes when necessary, as all 
connections to the radiator are the same size. The flange 
of the tube which contains the predetermined number of 
orifices and baffles rests on the seat of the valve and acts 
as a gasket. It is held in position by a spring. The 
orifices are of large size to eliminate danger of clogging 
by particles of scale or other sediment in the flow. 

WESTERN NEW YORK CHAPTER, A. S. H. 

ELECTS OFFICERS FOR 1927 

Forty-five members of the Western New York Chapter 
of the American Society of Heating and Ventilating Engi- 
neers met at the Hotel Buffalo, in Buffalo, N. Y., on January 
10, to elect officers for the coming year and hear addresses 
by the president of the society and by several past presi- 
dents of the chapter. National Secretary A. V. Hutchinson 


V. E., 





New York Office: 
30 East 42nd Street 


Nothing tricky about 
it, but it does the trick 


|S lpm a boiler—our square sectional—you can 
explain inside and out. Just why this does 
that; and that does the other thing. 

Yet, when you read the results on the jumping 
thermometer, and then measure them by the short 
coal bill, there’s a magic about it you can’t explain 
away. 


Read this open-faced boiler for yourself. We 
don’t have to tell you what a fire travel like that 
will do. 





Representatives In All 
Principal Cities of the U. S. 
and Canada 


Irvington, New York 
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That’s the 
Place 
for Me! 


5 “It only takes a minute to attach Bead 
) Chain. A pair of pliers—a twist of the wrist— 
and the job is done. Man alive, what a dif- 
; ference it does make. Those glistening nickel 
© silver balls, strung end on end, put the finish- 
© ing touch to any fixture. It’s a clean chain too. 
= Smooth, round, highly polished surfaces are 
) enemies to clinging dirt and grease. Try it 
you'll be surprised.’”’—Bill Bead. 





~ Trade Mark Reg. U.S. Pat. Off, 

Oo . * 

© The Bead Chain Manufacturing Co. 

O Bridgeport, Connecticut 

5 Canadian Representatives: Stanley Brock, Ltd.; Winnipeg 
QOODDD0000000 0000000000 00000000000000000 





A Good Profit plus 
a Satisfied Customer 


Every time you install a 
Kewanee Bungalow Model 
you make a good profit 
and a good customer. 

For the small home this Water 
Supply System can’t be beat. It 
is trouble-free, efhcient, economi- 
cal, durable. Less service means 
more profit. 

There are 200 other Kewanee 


Systems, engineered to fit the cs fol 
exact needs of any job you may Warer Supply 
have—from bungalow to country System 
club or largest estate. Kewanee PP in} <a 
is the original pressure tank to dealers 


water supply manufacturer. 

Send for our complete literature 

on water supply, electric light 

and sewage disposal systems. 
KEWANEE PRIVATE UTILITIES COMPANY 


417 Franklin Street, Kewanee, Illinois 


@KEwanEE@ 
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| presidents of the local organization. 




















January 22, 1927 
of New York City was present, as well as five former 
D. O. Dauch of the 
Detroit, Mich., chapter, and William Stearns, formerly of 


| the Boston chapter, and now with the Landon Radiator 
| Corp., were visitors. 


W. H. Driscoll, president of the A. S. H. V. E., made a 
special trip to Buffalo from Philadelphia to talk on “Ac- 
tivities of the Society.’’ He emphasized the importance of 
all members keeping in close touch with the activities of 
the national organization, and not to confine their activi 
ties to the local chapter. He outlined the nature of the 
work being done at the research laboratory in Pittsburgh 
Pa., and told briefly of a possible change in the routine of 
that work which would result in more work at a smaller 
expenditure. 

L. A. Harding, R. T. Coe and C. W. Farrar, past presi- 
dents of the chapter, followed President Driscoll, and gave 
short talks on various phases of the activities of the local 
chapter. Mr. Farrar urged that all, who could. should 
attend the St. Louis meeting. 

Marshall S. Jackson was elected president of the chap- 
ter for 1927; C. A. Evans was named first vice-president; 
F. S. Hedley, second vice-president; O. K. Dyer, secretary; 
and C. P. Wadley, treasurer. Roswell Farnham, retiring 
president, was given a vote of thanks for his efforts in 
making 1926 one of the most prosperous years in the his- 
tory of the chapter. It was announced that the average 
attendance at meetings was in excess of the total member- 
ship of the organization. 





INSTALL NEW OFFICERS AT ST. LOUIS 

More than 200 master plumbers attended the installa- 
tion of new officers of the St. Louis master plumbers 
association held on the evening of January 10. The 
large attendance, the banquet, entertainment and ad- 
dresses all combined to make it an evening of importance 
to the strong St. Louis organization. 

Edward Quinn was installed as president, succeeding 
W. L. Clucas. Philip Krusz is first vice president; John 
D. Els, second vice president; P. Finn, treasurer; Edward 
Monteath, financial secretary; F. J. Timmermann, record- 
ing and corresponding secretary; P. W. Waters, sergeant- 
at-arms; Henry Bartosch, J. H. Branch and W. T. Mc- 
Cormack, trustees; S. Jacoby, James J. Noble and J. 
Fowler, auditing committee. Mr. Waters is chairman of 
the entertainment committee. E. J. Blake, secretary, was 
given a traveling bag, and toilet set, in recognition of his 
able work over a period of many years. 

Jeremiah Sheehan, a national director, presided as 
toastmaster and introduced the officers. Mr. Quinn told 
of the splendid record of accomplishment made by the St. 
Louis association. Mr. Krusz, who is also chairman of 
the executive committee, called attention to what further 
progress could be made by more general co-operation. The 
other officers reiterated their pride in the association and 
their desire to work for its advancement. 

L. McNamara, former national president, told of the 
work accomplished in the past year by Mr. Clucas and on 
behalf of the association, presented him with a diamond 
ring. In reply, Mr. Clucas pointed out that a spirit of giv- 
ing rather than getting is essential to promote association 
development. Harry W. Riehl, manager of the Better 
Business Bureau of St. Louis told of the huge annual 
losses due to fraudulent schemes. 

William M. Daly, Missouri state president, told of this 
year’s state convention plans and the membership gains 
that are being made. James Wilsonholm, president of the 
St. Louis County association, P. H. Callahan and Charles 
Condren, honorary members, Charles P. Abel, plumbing 
supervisor of University City, Mo., and R. V. Sawhill, 
managing editor of Domestic Engineering, also spoke. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








PLUMBING AND HEATING CONTRACTORS ELECT 
OFFICERS FOR COMING YEAR 

Following are the reports of some of the elections of 
officers of plumbing and heating contractors’ organiza- 
tions, which have recently been held. Most associations 
are now electing officers to guide them through the new 
year, and the selections will be found in ‘‘Domestic Engi- 
neering”? immediately after the meetings. 

Dayton, Ohio, Master Plumbers’ Association:—Presi- 
dent, John G. Haas; vice president, C. M. Ganger; business 
secretary, George Schneider; secretary-treasurer, H. Blank. 

Master Plumbers’ Association of Columbus, Ohio:— 
President, D. F. Duffey; vice president, Henry J. LaPlante; 
secretary-treasurer, J. S. Shetler. 

Associated Plumbing and Heating Dealers, Bay City, 
Mich.:—President, M. J. Kelly; vice president, A. W. 
Eurich; secretary, W. J. Hughes; treasurer, Bert Linde- 
baum. 

The Associated Plumbers of Davenport, lowa:-—Presi- 
dent, L. V. Drescher; vice president, E. J. Knaack; secre- 
tary-treasurer, Roy P. Kerker. 

Master Plumbing and Heating Contractors Association, 
Inc., Roanoke, Va.:—President, J. E. Corper, Salem, Va.; 
vice president, W. H. Trent, Roanoke, Va.; secretary, A. 
R. Main, Roanoke; treasurer, E. R. Carr, Roanoke. 

Kalamazoo, Mich., Master Plumbers’ Association:— 
President, Glen Rooney; vice president, L. A. Schoolmas- 
ter; secretary, Leo Muryne; treasurer, Harry A. Van De 
Polder. 

Geneva, Batavia and St. Charles, Ill., Master Plumbers’ 


Association:—President, Philip Harter; secretary, R. L. 
Wagner. 
East St. Louis, Ill., Master Plumbers’ Association :— 


President, M. J. Kickham; vice president, Edward Metzger; 
secretary, John F. O’Flaherty; treasurer, Thomas Mc- 
Ovilly. 

East Side Heating and Piping Contractors Association, 


East St. Louis, Ill.:—President, A. Ruch, Alton, III; 
vice president, A. Boyd, Granite City, Ill.; secretary, John 
F, O’Flaherty, East St. Louis, Ill.; treasurer, Thomas 


McEvilly, East St. Louis, Ill. 

Master Plumbers’ Association, Racine, Wis.:—-President, 
Thomas M. Gleason; vice president, John Caspers; secre- 
tary, W. R. Pugh; treasurer, John Feiner. 

Master Plumbers’ Association, Mansfield, Ohio:—Presi- 
dent, W. L. Parkinson; vice president, Homer V. Frye; 
secretary-treasurer, Charles L. Arting. 

South Bergen Master Plumbers’ Association, East Ruth- 
erford, N. J.:—President, Frederick Margeit; vice presi- 
dent, William Henderson; secretary and treasurer, Charles 
H. Koster. 

Master Plumbers’ Association, New Brunswick, N. J.:— 
President, James F. Hefferty; vice president, Frank 
Stokes; secretary, Harry A. Richardson; treasurer, David 
Buist. 

Master Plumbers’ Association of Syracuse, N. Y.:— 
President, Arthur VanDenburgh; vice president, Harold 
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Halliday; secretary, James F. Guider; treasurer, Walter 
Coling. 

Master Plumbers’ Association, Oneonta, N. Y.:——Presi- 
dent, L. H. Townsend; vice president, C. C. Miller; secre- 
tary, W. H. Murray; treasurer, M. F. Stater. 

Association of Master Plumbers of the Borough 
Brooklyn, N. Y.:—President, Thomas W. Edgerton; vice 
president, P. H. Gleason; secretary, Thomas H. Pinnell; 
treasurer, John J. Dixon. 

Master Plumbers’ Association, Wilkes-Barre, 
President, Walter C. Williams; vice president, W. J. 


of 


Pa.:— 
De- 


laney; secretary, Richard Turner; treasurer, Charles F. 
Liem. 

Master Plumbers’ Association of Beverly, Mass.:——Presi- 
dent, John P. Murphy; vice president, Wilbur J. Pierce: 


secretary and treasurer, R. Robertson. 

Fox River Valley Benevolent and Social Club:——Presi- 
dent, W. E. Murphy, Sheboygan, Wis.; vice president, 
Andrew Tweede, Green Bay, Wis.; secretary and treasurer, 
Joseph S. Sonntag, Sheboygan. 

Association of Master Plumbers, Kansas City, 
President, W. R. Dunlap; vice president, G. A. 
secretary, William W. Preston; treasurer, George 
Jorgensen. 

Master Plumbers’ Association, Fort Dodge, Ia.:——Presi- 
dent, Reuben Wertman; vice president, H. R. Macdowel; 
secretary, R. G. Jeffords; treasurer, Carl Ottoson. 

The Master Plumbing and Heating Engineers Mutual 
Protective Association, Paterson, N. J.:—President, Nich- 
olas Kearney; vice president, William Courtright; secre- 
tary, Frank Vreeland; treasurer, A. J. Fielding. 

Master Plumbers’ Association of Lowell, Mass.—Presi- 
dent, Daniel F. Carroll; vice-president, George B. Roche; 
secretary-treasurer, George A. Stewart. 

Master Plumbers’ Association of Oshkosh, Wis.—Presi- 
dent, C. H. Marquart; vice-president, A. Fischer; secretary, 
H. E. Schneider; treasurer, O. A. Toner. 


Mo.: 
Oxler; 


R. 


Master Plumbers’ Association of Lincoln, Ill].—Presi- 
dent, W. A. Jones; secretary, W. E. Bouillon. 
Master Plumbers’ Association, Pensacola, Fla.—Presi- 


dent, E. W. Peake; vice-president, C. A. ‘Born; secretary 
and treasurer, J. D. Johnson. 

Association of Master Plumbers of Nashville, Tenn. 
President, M. A. Roche; vice-president, J. B. Roberts; sec- 
retary, R. F. Farrar; treasurer, J. E.,Grunar. 

Master Plumbers’ Association of Binghamton, N. Y.— 
President, Thomas J. Cronin; vice-president, W. S. C. 
Smith; secretary, Alex. Auchinachie; treasurer, Charles 
Hakes. 

Master Plumbers’ Association, Shenandoah, Pa.- 
dent, Edw. J. Manley; vice-president, James M. Gobster; 
William M. Holvey; Thomas S&S. 


Presi- 
secretary, treasurer, 
Wragg. 

Toronto Master Plumbers’ Association, Toronto, Onta- 
rio, Canada—President, Harry A. Weinraub; vice-presi- 
dent, R. M. Hammond; Norman 
Swanston. 


secretary-treasurer, 








78 ; DOMESTIC ENGINEERING 


ILLINOIS CHAPTER A. S. H. V. E. PREPARES FOR ST. 
LOUIS MEETING 


Sixty-two members of the 
Illinois Chapter of the Amer- 
ican Society of Heating and 
Ventilating Engineers at- 
tended the regular monthly 
meeting of that organization 
at the Sherman Hotel in Chi- 
cago on January 10. After 
dinner was served and the reg- 
ular routine business was dis- 
posed of, C. E. Beery of the 
Kewanee Boiler Co. Chicago 
office, was elected a member 
of the chapter. Announce- 
ments relative to the annual 
meeting of the society, to be 
held in St. Louis, January 25- S. B. Kitch, New Member 
28, were thereupon made. of Illinois Chapter 

C. E. Bronson, chief engi- 
neer for the Kewanee Boiler Co., read a paper on the new 
proposed boiler rating code, which will be discussed at 
St. Louis. After his paper the subject was discussed gen- 
erally by the members. Mr. Bronson also gave a paper 
on “Air Elimination from Radiators,’’ which was also the 
subject for a ‘round table’ discussion. 

A number of members signified their intentions of at- 
tending the St. Louis meeting, and it is expected at least 
one Pullman car will be reserved by the Illinois Chapter. 
Secretary Thomas is compiling the list of those who will 
make up the Chicago party. 


ASSUMES CHARGE OF SALES OF GOUDIE OIL 
BURNER 

W. J. Price, recently vice president and sales manager 
of the Hardinge Fuel Oil Heuting Co., until the sale and 
installation of the Hardinge burner were taken over by the 
factory, has assumed charge of sales of the Goudie Oil 
Burner Co., 5820 North Clark street, Chicago. Mr. Price 
will, besides governing oil burner sales of this company in 
Cook County, inaugurate an engineering service to the 
trade for proper conditioning and control of the air supply 
to oil burner installations. He is well known to the heat- 
ing trade of Chicago and in local oil burning circles, being 
first vice president and chairman of the Standardization 
Committee of the Chicago Oil Burner Association. 

A. G. Wade has associated himself with the Goudie Oil 
Burner Co. as combustion and air conditioning engineer. 


In Memory of Mrs, Katie C, Pilug-Felder 


The Ladies’ Auxiliary of the Master Plumbers’ Associa- 
tion of Philadelphia, has just issued the following an- 
nouncement of the demise of Mrs. R. H. Pfiug-Felder, 
which was recently reported in this column: 

“Our auxiliary suffered a great loss in the sudden and 
untimely death, on December 24, of one of its most loyal 
and active directors, Mrs. Katie C. Pflug-Felder, wife of 
Mr. Robert H. Pflug-Felder, secretary of the Philadelphia 
Master Plumbers’ Association. 

“It is the first time in the history of our auxiliary that 
the Angel of Death struck so ruthlessly one who was ac- 
counted among the leaders in our organization. 

“Her family life was to her a sacred commission from 
the hand of God, and her sadly bereaved loved ones bear 
mute testimony of her fidelity to that commission. 

“All the members of the auxiliary and many of the 
masters attended the final obsequies.”’ 
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SAN JOAQUIN VALLEY MASTERS ORGANIZE 


Shortly before the close of the old year, just in time 
for the new association to begin 1927 with a progressive 
program, the San Joaquin Valley Master Plumbers’ Asso- 
ciation was formed by State Secretary Bruce Clark. The 
territory covered by the new organization extends through 
the southern portion of the San Joaquin Valley from 
Fresno to Bakersfield, Calif., and includes such thriving 
cities as Porterville, Lindsay, Tulare, Dinuba, Visalia, 
Hanford and Reedly. There is a possibility of about thirty 
members within this territory, and the officials of the 
recently organized association say they intend to make a 
100 per cent sweep of these possibilities. Fred High, of 
Fresno, is president of the San Joaquin Valley Associa- 
tion, and Clarence Foin, of Fresno, is secretary. Secretary 
Clark, while on his recent field trip north, attended sey- 
eral meetings of the prospective members of this local 
and found all of them enthusiastically in favor of the 
organization. The secretary says the organization starts 
off with a very well defined policy and anticipates that 
not many of its semi-monthly meetings will have been 
held before every master plumber in the territory is en- 
rolled in its membership. 





UTAH COUNTY SANITARY AND HEATING ENGINEERS 
MEET AT PROVO 


“The proposed bill regulating plumbing, which will be 
passed upon at the present session of the legislature, is 
not meeting with opposition from those who understand 
the provisions of the bill,’’ said William A. Bywater, Na- 
tional director and president of the Utah State Associa- 
tion of Sanitary and Heating Engineers, at the regular 
monthly meeting of the Utah County Association of Sani- 
tary and Heating Engineers held December 29 at Provo, 
Utah. 

“The bill has been very fairly drawn. It does not pre- 
vent the building owner from repairing the plumbing or 
installing a fixture in his own building, or the home owner 
from doing such work as he desires at his own residence. 
But at the same time it requires those who conduct a 
commercial business or act aS journeymen, to know some- 
thing about the business they are engaged in. From the 
viewpoint of the plumbing fraternity, it will not eliminate 
competition, as there will always be a large number in 
the business, the same as with doctors and lawyers, but 
it will better relations with the public by preventing those 
who have no technical knowledge from entering the 
business.”’ 

About forty masters and ladies were present at the 
meeting at which Morgan Lott, president of the Utah 
County Association of Sanitary and Heating Engineers, 


presided. 

George S. Sibbett, general manager of the Pacific States 
Cast Iron Pipe Company, of Provo, was the first speaker. 
He discussed the progress of the new industry, which is 
expected to aid in the development of Utah’s resources. 
Following a six months’ building program, the plant has 
been turning out the finished product for approximately 
two months, employing 125 men. 

Mr. Sibbett extended an invitation to the master plumb- 
ers of the state to inspect the plants of the Columbia 
Steel Corporation and the Pacific States Company, on 
January 21, the day following the convention of the Utah 
State Association of Sanitary and Heating Engineers at 
Salt Lake City. The offer was accepted by President By- 
water and a large delegation is expected to take advantage 
of the offer. 

E. S. Hickley, secretary of the Provo chamber of com- 
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merce, spoke on public opinion concerning the plumber, 
declaring that it was wrong in many instances. He fur- 
ther urged the masters to support home industry, declaring 
that it was for the benefit of all. 

Joseph Farrer, cashier of the Commercial and Savings 
Bank of Provo, offered the co-operation of that organiza- 
tion. He also stated that if the masters desired to hold 
a convention at Provo at any time, that the Elks home 
would be open to them, free of charge. 

A general discussion of the proposed code followed. 
President Lott declared that the physicians of the vicinity 
favored the regulation as a health measure. President 
Bywater exhibited several pictures of poor plumbing. 
Typhoid and other diseases have been directly traceable 

to the inefficient plumbing in several cases, he said. 

The Utah County Association continues to make excel- 
lent progress. It contains practically one hundred per 
cent of the masters of that county. It holds a regular 
monthly meeting on the last Wednesday of each month. 





MILWAUKEE MASTER PLUMBERS HEAR 
C. W. WANGER 

That the master plumber must be a merchandiser of 
plumbing goods as well as one who can install plumbing, 
if he does not wish to have the plumbing fixture business 
lost to him, was the message brought to the Milwaukee 
Master Plumbers’ Association at its meeting on January 7 
by C. W. Wanger, president of the Woodward-Wanger Co., 
Philadelphia, who addressed the association under the 
auspices of the National Trade Extension Bureau. 

“Discover the merits in your merchandise,’ said Mr. 
Wanger, ‘‘and then explain them to your customers. The 
big job of the master plumber today is to sell his mer- 
chandise, it is just as essential for the plumber to sell the 
manufacturers’ products as it is to install them. Sales- 
manship is only persuading the customer to see your view- 
point, but first you must have a.viewpoint yourself. The 
most difficult thing about selling is trying to sell without 
having a viewpoint.” 

A short illustrative sales talk on general lines was given 
by Mr. Wanger to show the plumbers how they could ex- 
plain their merchandise, and he pointed out that if they 
studied what they had to sell, and knew it thoroughly and 
could compare it with other merchandise, that their sales 
volume could be increased materially. 

“You must have time and patience to work out your 
problems,”’ he said, ‘“‘for they are the two things that will 
solve problems for you. Think in your business, and 
organize your time, your shop, the efforts of yourself and 
your men—as Henry Ford said, ‘Think money into the 
bank for yourself.’ You must think for the American 
public, as the customers do not expect to solve their 
plumbing and heating difficulties but look for you to do 
it for them. 

“Arrange your merchandise in your store so that it will 
be in the range of the customers’ eyes, for they do not 
like to look out of their range. Dress up your windows, 
clean up your shops and stores, and educate your em- 
ployes to sell more merchandise by suggestion. The livest 
master plumbers in the country today are teaching their 
journeymen to sell plumbing fixtures in the homes. 

“The ideal plumbing and heating contractor is the one 
who has a clean store, a trained sales organization, atten- 
tion-getting windows, who advertises in the local news- 
papers, and who uses his own and the manufacturers’ mail 
matter to his advantage. 

“Your mental attitude toward your business will deter- 
mine your success or failure in it. If you look towards 
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success you will be successful, but if you look for failure, 
it will come to you.” 
FINAL ARRANGEMENTS COMPLETED FOR 
A. S. H. V. E. AT ST. LOUIS 

The final draft of the program for the thirty-third an- 
nual meeting of the American Society of Heating and 
Ventilating Engineers, to be held at the Hotel Statler, St. 
Louis, Mo., January 25-28, has been approved by officers 
and directors of the society, St. Louis committees have 
made all preparations, and everything is now ready for 
President W. H. Driscoll’s gavel. 

Secretary A. V. Hutchinson urges all members to secure 
certificates when buying their railroad tickets, in order 
that they may get the benefit of the fare and a half rate 
to St. Louis and return that is being given by railroads. 








MASTER PLUMBERS AND HEATING CONTRACTORS 
ASSOCIATION OF RICHMOND, VA., ELECTS 
OFFICERS 

E. G. Harris was elected president of the Master Plumb- 
ers and Heating Contractors Association of Richmond, Va., 
Inc., at the annual meeting of that organization which was 
held on January 6. M. L. Longworth was elected vice 
president; J. F. Fahr, secretary-treasurer; J. Stuart 
Graham, H. G. Longworth, and W. G. Winter, trustees, 
and E. Reeve Harris, sergeant-at-arms. 

At a previous meeting it was voted to send the president 
and the field secretary of the association to the Presidents 
and Secretaries Conference at Evansville, Ind., and that 
motion was amended to send the president-elect also. The 
meeting lasted three hours and the many activities of the 
organization during the past year were discussed, as well 
as plans for more progress during 1927. 
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It was voted to pay half the expenses of the trip of 
L. J. Chappell, plumbing instructor at the Virginia Tec} 
nical Institute, to the instructors’ confer€nce at Pittsbure!., 

a., the other half to be paid by the school, and the in 
structor to give his time for the two weeks. 

The association guarantee of plumbing work was also 
adopted. The same guarantee now used by forty-three 
other associations was approved by the membership, ani 
will be immediately incorporated in all contracts. Th 
guarantee is as follows: ‘‘This association guarantees al] 


. plumbing work done by its members and will adjust wit! 


out cost to the customer any complaints of defective mate- 
rial or workmanship or overcharge.” The association also 
recommended that all members who do any amount of 
heating work become affiliated with the Heating and Pip 


ing Contractors National Association and take advantage 


of the ‘‘Certified Heating’’ plan of that organization. 





MA-JO MASTER PLUMBERS ELECT NEW OFFICERS 
AT LEBANON, PA. 

Election of officers of the Ma-Jo Master Plumbers’ Asso- 
ciation was held at a recent meeting at the home of 
George Gerberich, Seventh and Church streets, Lebanon, 
Pa. William Reinhard, Jr., was elected president of the 
organization; William J. Barry, vice president; William 
Evans, Jr., secretary, and George Gerberich, treasurer. 
The new officers will serve until April 1, 1927. A smoker 
followed the business session, and Mrs. Gerberich served 
a delicious lunch which was greatly enjoyed by all those 


fortunate enough to be present. 





The school board of Portland, Ore., has announced that 
a $200,000 grade school will be built this year, work to 
start in the spring. 
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MARSHALLTOWN, IOWA, HAS NEW PLUMBING 
ORDINANCE 

\ new plumbing ordinance drawn to conform with the 
requirements of the state plumbing code has received the 
approval of the Marshalltown, Iowa, council. The ordi- 
nance provides for the examination and licensing of mas- 
ter and journeyman plumbers, the creation of a board of 
examiners, fixing of fee for plumbers’ license and a surety 
bond of $2,000 from all master plumbers. The ordinance 
also provides for the supervision of construction, mainte- 
nance and repair of plumbing, drainage and ventilation 
of all buildings in the city. Only master plumbers or 
journeyman plumbers can make changes in water con- 
nections to the sanitary sewer system or to the plumbing 
system inside any building or change the arrangement 
of any plumbing system. The city council under the 
ordinance appoints a plumbing inspector. 





RICHARD T. THATCHER HEADS NEW BEDFORD 
MASTER PLUMBERS 

At the meeting of the Master Plumbers’ Association of 
New Bedford and Vicinity, Inc., held at New Bedford, 
Mass., on January 6, officers for the coming year were 
elected. Richard T. Thatcher of Fairhaven, Mass., was 
named president; Ernest Hill of New Bedford, vice presi- 
dent; Edwin D. Lawton of New Bedford, treasurer; and 
Walter P. Bailey of New Bedford, secretary. 





WASHINGTON ASSOCIATION GAINS NEW MEMBERS 


Roy E. Thompson, president of the Washington State 
Association of Master Plumbers, reports that a gain of 
seventeen members was made in the second half year 
just closed. The association now has 165 members. 


Women’s Auxiliaries 


San Francisco Officers Installed 

On January 6, the San Francisco Women’s Auxiliary in- 
stalled its officers for the coming year. The new officers 
are: Mrs. Victor Petersen, president; Mrs. C. T. Seipp, 
vice president; Mrs. William Sands, secretary-treasurer; 
Mrs. J. J. La Torrez, marshal. 

The ladies are planning another of those good times for 
which the San Francisco organization is noted. It will 
be a card party and luncheon and will take place January 
29 at Plumbers’ Hall on Page street. 


Officers Elected by Santa Monica Auxiliary 

At a recent meeting the Women’s Auxiliary of Santa 
Monica, Calif., elected new officers for 1927 as follows: 
Mrs. Ed. Balsley, president; Mrs. C. A. Augustine, vice 
president; Mrs. Miller, secretary, and Mrs. Berger, treas- 
urer. Mrs, A. F. Shropshire, retiring president, reported 
on the activities of the auxiliary during the year. Many 
card parties, theater parties, dances and picnics have been 
given, and many social affairs are being planned for the 
coming year. 

Los Angeles Auxiliary Elects Officers 

The Women’s Auxiliary of Los Angeles, Calif., recently 
elected officers for 1927 as follows: Mrs. Chas. Hutton, 
president; Mrs. Jos. Nuerberg, first vice president; Mrs. 
T. H. Hogan, second vice president; Mrs. J. Knorr, secre- 
tary; Mrs. Wm. McArthur, treasurer; Mrs. W. H. Kopp 
and Mrs. C. H. Lee, auditors; Mesdames S. G. Blackburn, 
H. E. Murray and J. B. Reeves, directors. The new officers 
were installed by Mrs. J. B. Reeves, and the retiring 
officers were presented with gifts in appreciation for their 
work during the past year. 
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STRINGER ROUGHING-IN SYSTEMS 
Save the Plumber TIME and MONEY— 
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soil pipe without fitting or trim- 
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They fit all STANDARD pipe. 
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proper caulking without buckling 
or breaking. 


wy can be installed on any 
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roofs as easily as on pitched. 


Write for prices 


L. R. Oatey Company 
5500 Walworth Ave. Cleveland, O. 
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COAST COUNTIES M. P. A. PLANS PROGRESSIVE YEAR 

One of the oldest of the local master plumbers’ associa- 
tions in California has been functioning for a number of 
years along the coast from Santa Cruz to San Luis Obispo. 
| This has been known as the Coast Counties Master Plumb- 
| ers’ Association and has James Muckle, of Gilroy, as 
president, and Fred Cope, of Pacific Grove, as secretary. 
At present the membership of this local is limited to about 
fifteen master plumbers, but within the territory, over 
which it will claim jurisdiction, there is a possibility of 
increasing this membership to at least double its present 
size. Secretary Bruce Clark, of the state association, who 
attended a meeting of this local during his recent field 
trip, says that the program contemplated by this organiza- 
tion for 1927 is one of the most comprehensive and 
logical he has found anywhere in the state. With just 
one or two gaps to be filled in Southern California, most 
of this section of the state will have been covered by 
local associations functioning all the way from San Diego 
to San Jose, both along the coast and along the central 
| part of the state up the San Joaquin Valley. 


New Business “Uentures 


Thomas G. Shaffer, Inc., Hartford, Conn., has been in- 
corporated with a capital of $50,000, to conduct a plumb- 
ing and heating business. The incorporators are: Thomas 
G. Shaffer, Allan K. Smith and James W. Carpenter. 


The E. G. Snyder Co., Inc., of Rochester, N. Y., has been 
incorporated with a capital of $40,000, to carry on a gen- 
eral plumbing and heating business in that city. The 
incorporators, who are also the directors, are Edward G. 
Snyder, 71 Culver road; Frederic G. Snyder and Harry A. 
Snyder, all of Rochester, N. Y. 


| 
| 


| 
| 
| 








The plumbing and heating business of P. W. Donoghue 
at 170 Purchase street, Boston, Mass., has just been incor- 
porated. The officers of the concern are P. W. Donoghue, 
president and treasurer; C. J. Donoghue, secretary, and D. 
George Duffley, vice-president. 

W. R. Anno and A. L. Petrey have opened a plumbing 
shop in the new Postoffice Arcade building in Arcadia, Fla., 
and will conduct business under the name of the W. R. 
Anno Plumbing Co. 

The Antenen Plumbing & Heating Co., Hamilton, Ohio, 
has been incorporated by E. W. Antenen, H. G. Antenen, 
J. E. B. Stewart, Fred Antenen and C. F. Antenen. 


Business & hanges 


W. O. Reals, formerly a member of the Edward P. Bates 
Co., Inc., heating and contracting engineers of Syracuse, 
N. Y., and for many years manager of the Utica branch of 
that firm, has purchased that branch from the Bates com- 
pany and will in the future conduct it under his own name 
at 216 Pearl street. 

The T. BE. Henderson Plumbing Co., 221 North Camp- 
bell avenue, Springfield, Mo., will start construction of a 
new business home at Olive street and Robberson avenue 
in that city, on April 1. The new building will be of 
brick, concrete and steel construction. 


The Fred Nelson Plumbing Shop, West Culton street, 











Warrensburg, Mo., has been sold to Frank and Allen Isaac. 
The Isaac Brothers were formerly on West Pine street, but 


| have now moved to their new location on West Culton 


street. 
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NEW ORLEANS, LA., MASTERS INSTALL OFFICERS | 

Officers of the New Orleans, La., Association of Master 
Plumbers, who were recently reelected for another term, 
were installed at a meeting and banquet held last week. 
After the regular business meeting the oath of office was 
administered and the meeting was adjourned. All those 
present then enjoyed a banquet at Arnaud’s restaurant, 
where a number of talks were made by various members 
of the organization. 

Frank P. Tweedie was re-elected president; William C. 
Maher, vice-president; Edward H. Loubat, treasurer; and 
Lionel C. deLeon, secretary. On the board of directors 
are Chairman E. Loubat, R. E. Aitken, E. M. Babst, H. S. 
Charlton, L. C. deLeon, A. H. Grimaldi, M. Korn, J. R. 
Lawton, T. E. Lynch, L. Oppermann, A. J. Sciambra and 
Frank P. Tweedie. 





RICHMOND, VA., MASTERS ORGANIZE BOOKKEEPING 
CLASS 

The Master Plumbers and Heating Association of Rich- 
mond, Va., Inc., will start a new class in accounting and 
business management the first week in February. The 
class is limited to 25 members and Field Secretary B. Y. 
Kinzey states the first 25 applications received will be 
accepted. The course is open to both members and non- 
members of the association, and to both masters and their 
bookkeepers. 


PROVIDENCE MASTERS HOLD ANNUAL MEETING 
AND ELECTION 

Members of the Master Plumbers’ Association of Provi- 
dence, R. I., held their annual meeting and election of offi- 
cers at the restaurant of C. P. Brennan, a member of the 
organization, on January 6. After an elaborate meal, the 
incumbent officers were reelected for another term. Those 
so honored are William Daly, president; Joseph Mulvaney, 
vice-president; James Phillips, secretary, and Joseph Wil- 
liams, treasurer. 





CINCINNATI MASTERS ELECT DELEGATES TO STATE 
CONVENTION 

The Master Plumbers’ Association of Cincinnati, Ohio, 
selected delegates at the last regular meeting to attend the 
state convention at Youngstown, Ohio, February 8, 9 and 
10. Those named were: William A. Harlow, chairman; 
M. R. Manley, Edward Crotty, Harry Franklin, William 
Tillett, H. H. Schwarz, Charles Woelfel, F. M. Beaumont 
and A. J. Murphy. John J. Vogelpohl and Ed. Frank will 
attend by virtue of office. 
NEWARK MASTERS PREPARE FOR LADIES NIGHT 

The thirty-first annual banquet and ladies night of the 
Master Plumbers’ Association of Newark, N. J., will be 
held at the Elks Club, 1048 Broad street, in that city, on 
Thursday evening, February 24. This is the first time for 
many years that the association’s banquet has not been 
held at Achtel Stetter’s, the committee taking advantage 
of an offer to use the new building the Elks have recently 
completed. The committee, headed by Past President Fred 
J. Engelberger, is made up of James N. Sheridan, Otto R. 
Groel, Joseph Miners, August Struening, Max J. Mayer, 
Charles H. Stone, Louis Rand and Andrew A. Taaffe, ex- 
officio. 


John J. Vogelpohl, Cincinnati, former president of the 
National Association of Master Plumbers, has opened a 
branch office in Norwood, Ohio, at the corner of Washing- 


ton and Main avenues. 
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‘*CHICAGO’”’ 


NO. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
ing 


PORTABLE 


Capacity 1¢* to 2’ Pipe 
= "to 134” Bolt 
FEATURING: 
Quick Die Change 


Automatic Die Head 
hree Speeds 
: Perfected Oil Control 


ee Send for Catalog. 
CHICAGO PIPETHREAD MACHINE Co. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 





tt nat ae 


UNCONDITIONALLY GUARANTEED 
»ARROW> 


TRADE MARK 





emma 


PNEUMATIC — STORAGE— SPECIAL 


Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 





Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 

Water Closets for every type or class of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 





Write for catalog. 


Philip Haas Co., Dayton, O. 

























The adjustable hanger—no accurate 
placing of anchor bolt necessary. It’s 
adjustable both laterally and vertically. 
Requires only one bolt per hanger. Pro- 
vides the easiest way to install the more 
convenient, sanitary legless radiators. 


Healy -Ruff Company 
770 Hampden Ave., St. Paul, Minn. 














i a 














84 DOMESTIC ENGINEERING 














and Heat Regulator 
a Perfect Safety Device 

Overheating the chimney is impossi- 
ble with this remarkable device. It 
eliminates the fire hazard. 

A great percentage of coal, lost be- 
cause of inferior damper control, is 
saved by the Stevens. 

These and 7 other important 
‘eatures warrant your inter- 
est in the Stevens as a 
money maker for you. 


2 
oe 





Distributed by 
The Stevens Specialty Co. of N. Y. 
26 Cortlandt St. New York, N. Y. 





EEEEEEEEEEEEEEEE EEE 


The 


DECATOR 


Combined Foot-Valve and Strainer 












is standard equipment with plumbers 
and jobbers throughout the country. 


Spherical bronze poppet valve seats 
from any angle against a leather disc, 
making an absolutely tight valve. 
Details furnished on request. 


DECATUR PUMP COMPANY 
: 632 E. Cerro Gordo St. Decatur, III. 








Also Manufacturers of the Burks Super Turbine Pump 


See ee ee eee eee eee eeseseeeeseeeeeeerereereesestreriee 








Stop pipe thread leaks 
with SmoorH-ON No. 1 in a 


SMOOTH-ON CLAMP 


Sizes for 1-in. to 12-in. pipe. 










UICK, easy, cheap 

Holds for the life- of 
the line—any pressure, any 
temperature, iron, brass, or 
copper pipe. Get Smooth-On Clamps and Smooth-On 
No. | from nearest supply house or from us. 


Write for the free Smooth-On Handbook. 


SMOOTH-ON MFG. CO. 
Dept. 12, 574 Communipaw Ave., Jersey City, N. J. 











SCSOCISECESOZESOC SESH SEOOOCOSEE 


No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Bullard Roof Flange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
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This &° That, Here? Th. re 


The University of Iowa, Iowa City, Iowa, is having p!ans 
made for a three-story nurses’ home at Westlawn addition, 
to cost $250,000. Proudfoot, Rawson & Souers, 810 Hub- 
bell building, Des Moines, are the architects. 


The Keith-Plaza Properties, Inc., Minneapolis, Miun., 
will add four stories to the present eight-story hotel at 
Kenwood Parkway and Hennepin avenue as a result of the 
city planning commission having raised the building height 
in that district from eight to twelve stories. Walter J, 
Keith, 100 North Seventh street, will make the plans. 

J. W. Scott, 2523 Nicollet avenue, Minneapolis, Minn., 
has been awarded the plumbing contract on the four-story 
physics laboratory building at the University of Minne- 
sota, a $450,000 structure. The American Plumbing & 
Heating Co., Franklin and Nicollet avenues, has been 
awarded the steam heating and ventilating contract. 


Plans are being completed and bids will be taken about 
February 1 on a three-story addition to the St. Luke’s 
hospital at Fergus Falls., Minn., to cost $100,000. Gage & 
Vanderbilt, 1645 Hennepin avenue, Minneapolis, are the 
architects. 

Ben Benson, Willmar, Minn., has been awarded the 
plumbing and steam heating contracts on the new five- 
story, 85x100 ft. hotel and Elk’s Club building being built 
in that city by the Lakeland Hotel Corporation, at a cost 
of $150,000. Jensen & Foss, 511 Essex building, Minne- 
apolis, are the architects. 

B. M. Dempsey, Hinckley, Minn., will build a three-story 
hotel in that city at a cost of about $80,000. 

Plans have been approved and bids will soon be taken 
on a 14-story bank and office building with a 17-story 
tower at Third avenue and Main street, Davenport, Iowa, 
by the American Commercial & Savings Bank, to cost 
about $2,000,000. Weary & Alford, 1923 Calumet ave- 
nue, Chicago, Ill., are the architects, and Clausen, Kruse 
& Klein, Kahl building, Davenport, are associate architects 
for the building. 

The J. W. Bishop Co., 109 Foster street, Worcester, 
Mass., has been awarded the general contract for the con- 
struction of a freshman dormitory building on West street, 
that city, for the Worcester Polytechnic Institute, to cost 
$250,000. Appleton & Stearns, Boston, prepared the 
plans. 

Derby & Robinson, 3 Joy street, Boston, Mass., have 
been commissioned to prepare plans for a grade and high 
school building at Bedford, Mass. 

James N. Conway, 127 Oak street, New Bedford, Mass.., 
and Jeremiah Coholan, 703 South Water street, the same 
city, have secured thé heating and plumbing contracts, 
respectively, for the proposed new high school on Slocum 
road, Dartmouth. 

David Stoneham, 31 Milk street, Boston, Mass., has se- 
cured plans for the construction of a theater at Milford, 
Mass., to cost about $300,000. 

Permission has been granted the playground department 
at San Pedro, Calif., by the United States War Department 
for the construction of a large concrete salt water swim- 
ming pool on the shore line adjacent to the land end of the 
breakwater in Los Angeles harbor. 

W. R. Zumwalt, Oakland, Calif., will build a three-story 
24-room combination apartment and store building on 
Hopkins street near Thirty-fifth avenue, to cost about 





$38,000. 
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A ten or twelve-story office and store building to cost 
about $500,000 will be built by George Weatherly, Port- 
land, Ore., on a half block at East Morrison street and 
Grand avenue. Among the uses of the new structure will 
be the housing of a theater large enough to seat 1,800 
persons. It is expected to have this structure under way 
late in March. 


Libby & McNeil will build the first unit of a cannery in 
Portland, Ore., to be completed in time for fruit canning 
the coming summer. The cost has not been announced, 
but the structure will be one and two-story, reinforced 
concrete, and will be located at Twenty-second street and 
Powell avenue. The first story will have dimensions of 
180x519 feet and the second floor will be 100x180. The 
announcement comes from G. B. Kile, Pacific northwest 
manager for the company, who is now stationed at The 
Dalles, Ore., where a plant is located. Frank J. Leonard, 
with offices in the Lewis building, Portland, has the gen- 
eral contract. 


The Northwestern Electric Co., Portland, Ore., has made 
a contract with a well-drilling firm to drill a ten-inch hole 
“until water is reached’’ for the new Public Service build- 
ing in the basement of which the electric company will 
have a large substation. The water will be utilized for 
power equipment to be installed in the structure which, 
as previously announced, will be fifteen stories high and 
will cost about $1,500,000. 

J. C. Meyers, Inc., contractors, with offices in the West- 
ern Bond and Mortgage building, Portland, Ore., have an- 
nounced a building program of considerable extent, in- 
cluding structures which will aggregate a total cost of 
$1,000,000. Included are one residential hotel, costing 
$200,000, four stories and 100x100 ft. in dimensions. On 
the other corner will be a high class apartment house con- 
taining 20 suites and costing $65,000. Ground has been 
broken for this structure. There will be two houses of 
this type and two others larger to‘contain 30 or 40 suites. 


Carl Linde, architect, in the Western Bond and Mort- 
gage building, Portland, Ore., is drawing plans for a 
$45,000 residence to be built in the Kings Heights district. 

Longview, Wash., will have a $1,000,000 school, the 
first unit of which will cost half that sum, and will be 
started within a few weeks. 

The town of Townsend, Mass., is having preliminary 
plans prepared by Parker, Bateman & Chase, Clinton, 
Mass., for a water supply system to cost $175,000. The 
surveys for the work have been completed. 


The General Assembly for the State of Connecticut, 
Hartford, Conn., has under consideration petitions for ap- 
propriations to provide for the construction of a $500,000 
dormitory building for the State Normal School at New 
Britain, and the erection of an asylum for the insane in 
the southwestern part of the state to cost approximately 
$3,000,000. 

The Chamber of Commerce, Haverhill, Mass., is consid- 
ering tentative plans for the construction of a modern 
fireproof hotel building. The office of the Chamber of 
Commerce is at 191 Merrimack street. 

The United Illuminating Co., 1115 Broad street, Bridge- 
port, Conn., is having plans prepared by Westcott & 
Mapes, 139 Orange street, New Haven, Conn., for a new 
power house to be known as the No. 6 Unit, and to be 
erected at the foot of East Main street. The Foundation 
Co. of New York will do the preliminary foundation work. 

Fred T. Bailey & Co., North Scituate, Mass., will instali 
the plumbing and heating systems in Children’s Sunlight 
Hospital soon to be started at Egypt, Mass. 


= 








AMERICANPIPE TOOL CO. 






PAT. PENQ. 

















“AMERICAN” 
Waste Pipe Cleaners or Snakes 


go around the sharpest bends and go clear through. Their 

gives them just the right balance between 
flexibility and rigidity that does the —_ Note the con- 
venient carrier furnished with each cleaner. 


“American” Pipe Tools are Quality Pipe Tools at correct 
prices. Write for catalog. 


AMERICAN 


AMERICAN PIPE TOOL COMPANY 
Harrison St. and Kolmar Ave., Chicago, Illinois 
































When a Trenton fixture is installed you are 
able to rest on the knowledge that you have 
given your customer the best that can be 
bought. 

It’s that quality of reliability which makes 
profits and satisfied customers for you. 


The Trenton Brass & Machine Company 
Trenton, N. J. 


Represented by Rollin C. Wilson 
7 E. 42nd St., New York, N. Y. 
261 Franklin St., Boston, Mass. 
121 N. Broad St., Philadelphia, Pa. 
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The Biggest Improvemen 
Ever Made in Shower Baths 


Have you ever been cheated out 
of a pleasant, comfortable shower 
by a sudden, unexpected change 
in the temperature of the water? 


Some men have slipped and 
injured themselves on wet tile 
floors trying to escape a “‘shot”’ 
of cold or hot water. Others have 
been scalded, and some with 
weak hearts have died as a result 
of the shock. 

In the new showers of the Chicago 
Athletic Association there will be 
ab-olutely none of this trouble. When 
a bather enters these showers, he will 
discover one of the most important 
improvements ever made in shower 
bath equipment—THE POWEKS 
SHOWER MIXER 

Two Remarkable Features 
Found in No Other Mixer 

A Pressure Equalwing Valve. 
Prevents changes in temperature of 
shower caused by pressure changes ip 
supply lines, due to use of nearby 
showers, faucets, or flush valves. 

A Safety Stop. Protects bather 
from scalding caused by a “dead-end” 
in the hot water supply line. It alxo 
prevents waste of hot water, and 
steamed-up bathrooms. 

Wrtte for book 
The Powers Regulator Co. 
2716 Greenview Ave., Chicago. 
Offices in 35 Cities = (3751) 











Patent Pending 


Cabco is an all-weather installation—on fine days 
your customer's Cabco Radiator furnishes the heat 
only where it’s wanted. Cold days the Cabco 
system functions as part of the regular system. 
Recommend and install Cabco. 


Write for our bulletin. 


CABCO IRON WORKS, INC. 
GOWANDA, N. Y. 











CABCO nasiators 
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Working plans for the new Methodist Episcopal Church 
at Santa Barbara, Calif., are being completed by T. P. 
Barber, Los Angeles architect. The structure will be of 
| modified Gothic design, with two stories and basement, 
| and will cost approximately $500,000. 

Plans are being completed by Architect C. A. Tantau, 
San Francisco, for a two-story reinforced concrete garage 
to be built for B. S. Schlessinger and Mortimer and Her- 
bert Fleishhacker, at Van Ness avenue and Market street, 
at a cost of $100,000. 

The Pacific Coast Yacht Club is planning the construc- 
tion of a reinforced concrete club house to cost $300,000. 
The building will be erected on the shore-line between San 
Pedro and Redondo, Calif. E. H. Cline, Petroleum Se- 
curities building, Los Angeles, is the architect. 

The Elks Club. Monrovia, Calif., will construct a lodge 
building at a cost of $75,000. Bennett & Haskell, Se- 
curity building, Pasadena, are the architects. 

Work has been commenced on the new Masonic Temple 
at Long Beach, Calif., which will cost $750,000. R. E. 
Campbell, Central building, Los Angeles, is the general 
contractor. 

A feature of the new $1,800,000 hotel to be built at 
Phoenix, Ariz., is a large bathing pool. The hostelry will 
be of Spanish design, Class A construction, and will con- 
tain 300 rooms. 

Heating and plumbing contracts on the reinforced con- 
crete service station to be built at Twelfth and Mission 
streets, San Francisco, have been awarded to J. H. Pin- 
kerton. 





Preliminary plans are being prepared by the building 
and grounds department, Oakland, Calif., public schools, 
for the concrete and steel high school on Foothill boule- 
vard, between EFighty-fourth and Eighty-fifth avenues. 

Henry Bruckner, president of Borough of Brooklyn, 
Crotona Park, Tremont and Third avenues, New York 
City, has let the contract for construction of a one-story 
comfort station on the south side of 138th street, between 
Third and Lincoln avenues, and a one-story concrete com- 
fort station on the southeast corner of Moshola Parkway. 

Fox & Co., Portland, Ore., are installing a $13,500 
plumbing system in the new building at 385 Taylor street. 

Samuel A. Greeley, consulting engineer from Chicago, 
who was retained by the city commissioners of Walla 
Walla, Wash., on the sewage system to be constructed, has 
advised primary and secondary settling tanks, sludge di- 
gestion sprinkling filter and chlorination. The location of 
the plant is to be decided soon. 

The state of Maine contemplates additions and altera- 
tions to the State House at Augusta, Me., to cost $250,000. 

Morse & Chase, 25 Washington street, Haverhill, Mass., 
have completed plans for the proposed high school to be 
erected for the town of Harwich. William M. Eldredge is 
superintendent of schools. 

The Ryan Plumbing Co. of Watertown, N. Y., has been. 
awarded the contract for the installation of heating and 
plumbing in the new Marcey Hotel at Lake Placid, N. Y. 
The cost of the new structure is $500,000. The Ryan com- 
pany’s contract amounts to $56,000. 

L. Y. McFarland, president and manager of the West 
Riverside Amusement Corporation, has announced plans 
| for a $140,000 amusement project for West Riverside, 
| Calif. Plans include the construction of a large outdoor 
swimming tank, which, when completed, will be even 
larger than the pool at Colton, Calif., now the largest in 
the Southwest. 
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Harris.Bros., 217 West Lake street, Minneapolis, have 


been awarded the plumbing contract on the $100,000 syn- | 


agogue being built at Dupont avenue and Thirty-fourth 
street South by the Adath Yeshurin congregation. The 
steam heating contract has been let to A. B. Donaldson, 
1317 East Lake street. Liebenberg & Kaplan, 617 Mc- 
Knight building, are the architects. 

A three-story auditorium and music hall will be built 
at Collegeville, Minn., next spring by the St. John’s Cath- 
olic College, at a cost of $300,000. O’Meara & Hills, 1611 
Pioneer building, St. Paul, are the architects. 

The Mankato, Minn., board of education, contemplates 
the erection of a three-story junior high school at La- 
fayette avenue and Broad street, to cost $275,000. H. D. 
Kies is superintendent of the board of education. 

Work will soon start on a seven-story theater and office 
building at the corner of Ninth street and La Salle avenue, 
Minneapolis, to cost $2,000,000. The theater, to be known 
as the Minneapolis, will be built by the Minneapolis Thea- 
ter Corporation, Sumner T. McKnight, president, 1236 
McKnight building. Graven & Mayger, Chicago, Ill., are 
the architects. 

The Western Heating Co., 3420 Nicollet avenue, Min- 
neapolis, has been awarded the plumbing and steam heat- 
ing contracts on the three-story fraternity house being 
built at Eighteenth street and University avenue, S. E., by 
the Phi Kappa Sigma fraternity. Stebbins, Haxby & Bis- 
sell, 320 Lyceum building, are the architects. 

Healy Plumbing & Heating Co., 278 West Fourth sireet, 
St. Paul, Minn., has been awarded the plumbing contract 
on the four-story plant industry building to be built at 
the University Farm in St. Paul by the University of Min- 
nesota, Minneapolis, to cost $200,000. The steam heating 
contract has been awarded. to G. D. Adamson Co., 683 
North Snelling avenue. 

Plans are being completed and bids will soon be taken 
on a five-story, 119x164 ft. hotél at Fifty-seventh and 
Grand avenues, West, Duluth, Minn., by Peter Musolf, 
2866 Wicklow street, to cost $250,000. Hugo William 
Wold, 5628 Grand avenue, is the architect. 

Bids will soon be taken by the city of Duluth, Minn., on 
the new five-story city hall building. Thomas Schefchik, 
313 Glencoe building, is the architect. 

A. J. Stair & Son, 537 Union street, Knoxville, Tenn., 
were low bidders on the contract for the installation of 
plumbing and heating systems, at $15,000, on the Knox- 
ville High School gymnasium at Knoxville, Tenn. 

The Dermott Heating Co., 314 Morgan street, Durham, 
N. C., has been awarded the plumbing and heating con- 
tracts on the new school building at Hughesville, Md. 


W. B. Guimarin & Co., Columbia, S. C., have been 
awarded the heating contract on the new Shandon school 
at Columbia, S. C. 

The Strickland Heating & Plumbing Co. of Chickasha, 
Okla., has been awarded the heating and plumbing con- 
tracts on the Hall Briscoe business building. 

Charles Kaufman, 904 Sixth street, Wichita Falls, Tex., 
has been awarded the plumbing contract on the new store 
and office building at Wichita Falls. 

The A. W. Acres Plumbing Co., Moundsville, W. Va., 
has been awarded the heating contract on the new theater 
and apartment building.at Moundsville, W. Va. 

Chapman & Walker, 12 West Beaver street, Jackson- 
ville, Fla., have been awarded the plumbing contract on 
the new building for the Florida Casket Co. at Jackson- 
ville, Fla. 
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The Baltimore Quality Line 
PLUMBERS’ CAST BRASS GooDs 


BALTIMORE VALVE CORPORATION 
BALTIMORE, MD. 








Don’t Be Content 


With ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper— Galvanized 
ron 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 





SIMPLEX MFG. COMPANY, 213 W. Austin Ave.,Chicago 
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Another Year 
The original 
‘**‘“GENUINE BARNES’ 
three wheel pipe cutter was 
made in 1883. For forty- 
four years plumbers all over 


2. 
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the world have used them. % 
Your jobber can 


7 


supply you. 


The Barnes Tool Co. 
New Haven, Conn. U.S.A. 
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STOP 


Wasting time looking for and changing 
dies and guides 


Use THE SAXON 


‘‘Fourdie Stock’’ 


Which i is always ready to thread %4-in, 
\4-in , 34-in., and |-in. pipe 
without changes. 


PRICE poomenagyrentany $10.00 





139-43 North Seventh Street, Philadelphia 
Brooklyn, N. Y. Jersey City, N. J. Bridgeport, Conn. New York City, N. Y. 











| The Bronx,N.Y. Wilkes-Barre, Pa. Long Island City,N.Y. Newark,N.J. Camden, N.J 
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RAYMOND’S — 
Lead Roof Flanges 


are not CAST —but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
‘and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 
RAYMOND LEAD WORKS 




















735 So. Washtenaw Ave. CHICAGO, ILL. 





We've made our products 
for 39 years. Jones on Hollow 


ware means service and 
quality. 

The bell trap featured here is 
furnished with either hinged 


or loose strainer. 





No. 401 Write us for details. 


atti... 

n trainer, 

Jones Hollow Ware Co. 
Baltimore, Maryland 





UMBING 
SPECIALTIES 






All our drum traps are made 
extra heavy. Furnished with 
nickel! plated brass tops. Also 
furnished with galvanized 
bodies. Write for our catalog. 


Fig. No. 69 


Order from your jobber 


The Washington Metal Products Co. 


Washington C. H. a3 
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F. W. Snook & Co. of San Francisco have been awarded 
the contract for plumbing in the Russ building. This 
building is the largest office structure west of the Mis- 
sissippi. 

Roseville, Calif., will hold an election February 1 io 
decide on the issuance of $325,000 in bonds to finance 
construction of a municipal water system. 


H. W. Robertson of Sacramento, Calif., is building at 
Marysville a three-story brick store and apartment build- 
ing for Milton Haney. 

Sub-bids are being taken for work on the two 5-story, 
basement and sub-basement apartment buildings being 
erected for Stock, Maas & Sauer on Clay street near Van 
Ness avenue, San Francisco, to cost $100,000 each. Al- 
bert H. Larsen, 447 Sutter street, is the architect. 

Dean & Dean of Sacramento, Calif., have completed 
plans for the new Westminster Presbyterian Church at 
Thirteenth and N streets. The edifice will be of reinforced 
concrete and is to cost $250,000. 

W. C. DeBold, representative of the National Trade Ex- 
tension Bureau, will address the Master Plumbers’ Associa- 
tion of the City of Trenton, N. J., on Wednesday evening, 
January 26, giving a talk on accounting. If enough mem- 
bers of the association express a desire to learn approved 
methods of bookkeeping, Mr. DeBold will arrange for 
classes in that city. 

Bids are being taken for the installation of a vacuum 
steam system for the heating of a group of twelve build- 
ings on the farm estate of L. G. Kaufman, Marquette, 
Mich. Bids will be opened late this month at the First 
National Bank building, Marquette. 

A 10-story and basement, class A, steel frame com- 
munity apartment building will be erected on Hyde street 
near Greenwich street, San Francisco, at a cost of $250,- 
000. C. O. Clausen is the architect. 

A. H. Buckley, 10 Union street, Worcester, Mass., was 
awarded the heating contract for the addition. to the 
Fairlawn M. E. Church on Stanley road, Shrewsbury, Mass. 














INSURANCE 


AGAINST FLOODED BASEMENTS 


GB G BS GB GE Be Be GE Ge Ge Ge Gs Ge Gs Ge G8 eG 8 GB 


Where the Signet Drain is installed there can 
be no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 


3) 


Always works. 
Nothing to ect out 
of order. rass 
working parts sub- 
merged. 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 





Pat. Dec. 3, 1914 
Crampton-Farley 
Brass Co. 


Kansas City, Mo. 


Write for 
Details 


Fb Gb ae 6B 6 BS 8 8 ie ge Oe 
SR Re BS SS BS Oe © Oe ee 


The Jean Lafette Hotel Company of Galveston, Tex., 
will erect a $500,000, 204-room hotel building at Gal- 
veston, Tex. 

All bids on the plumbing, steam heating and ventilating 
for the new three-story Macalester Junior High School to 
be built at Cambridge and Grand avenues in St. Paul, 
Minn., have been rejected and new bids have been received. 
Frank X. Tewes is the city architect. 

The Board of Education, Big Fork, Minn., is having 
plang made for a two-story high school to cost $65,000. 
Holstead & Sullivan, Palladio building Duluth, Minn., are 
the architects. 


An addition to the Wahkonsah Hotel at Fort Dodge, 
Iowa, will be built early in the spring. Theo. G. Warden, 
231 South LaSalle street, Chicago, is the proprietor. Plans 
are being made by E. O. Damon, Mason building, Fort 
Dodge. 


A. B. Smith, Charles City, Iowa, has been awarded the 
plumbing and heating contracts on the two-story Floyd 
county home being built in that city. John G. Ralston, 
Waterloo, is the architect. 

Lawson & Drucker, San Francisco, have the plumbing 
contract for three steel and brick factory buildings to be 
erected for George Morrill Company at South San Fran- 
cisco. 


Chapman Bros., of Los Angeles, will erect a $250,000, 
five-story, class A commercial garage building at Sixth 
street and Mariposa avenue. 
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Wm. L. Penziner of San Francisco has secured a per- 
mit for the construction of a seven-story, class B rein- 
forced concrete apartment building on Jackson street near 
Buchanan, at a cost of $275,000. 

Architect S. C. Lee of Los Angeles is preparing plans 
for a six-story and basement class A apartment building 
at 607 South Kenmore avenue in that city. This will be 
a strictly high-class building, containing among refine- 
ments a refrigerating system. The structure will cost 
$400,000. 

: Preliminary estimates place the cost of the projected 
canning plant at Salinas, Calif., at $100,000. The plant 
will include all the features of a modern canning estab- 
lishment. 

New and modern county hospital buildings for Shasta 
County, Calif., are in contemplation, to replace the cnet 
inadequate structures. 

White Memorial Hospital, Los Angeles, is considering 
the erection of a five-story, class A addition, the new 
building to contain a dispensary on the first floor and ac- 
commodations for 150 beds on the upper floors. Dr. P. 
T. Magan is the superintendent. 

Plans are under way for the addition to Hotel El Tehon 
at Bakersfield, Calif. The work will cost $125,000. 


Plans are being made for a new $250,000 hotel at Wat- 
sonville, Calif. It will be a two- and three-story frame 
and stucco building of 120 rooms, each with bath. 

Contracts are being let on the six-story reinforced con- 
crete hotel and apartment building at Reno, Nevada. .The 
structure will cost $650,000. There will be 200 rooms. 
F. J. Longchamps, 525 Market street, San Francisco, is 
the architect. 

Myron Hunt, Hibernian building, Los Angeles, is pre- 
paring plans for a large residence at San Marino, Calif., 
for Frank W. Emery. The building will have fourteen 
rooms, five baths, unit gas heating and water heater. The 
cost will total $165,000. 

The Embassy Club of San Francisco will erect an 18- 
story clubhouse on Bush street, above Kearny, to cost 
approximately $1,500,000. Modern in every appointment 
and highly exclusive, the building will contain 250 guest 
rooms in addition to a ballroom, grill room, private lounge 
rooms (one each for men and women), billiard and card 
rooms, and a swimming pool, 44x100 ft. The Embassy 
will be a combination metropolitan and suburban club of 
exclusive California type. $750,000 will be spent on the 
construction of a clubhouse and 50 cottages and bunga- 
lows on a playfield of 17 acres at Santa Cruz, which in- 
cludes beach property. 

F. A. Oehm of San Francisco will build at Capuchino 
Manor, San Mateo County, a two-story Spanish style 
stucco apartment. Grimes & Scott of the former city are 
the architects. 

A. B. Cupp, Texarkana, Ark., has been awarded the 
steam heating contract on the new city hall and fire sta- 
tion at Haynesville, La. 


Phelps & Dewees, Gunter building, San Antonio, Texas, 
are the architects for the new Physicians’ and Surgeons’ 
Hospital to be erected in that city at an estimated cost of 
$1,000,000. J. H. Cunningham is president of the Phy- 
sicians’ and Surgeons’ Hospital Corp., owners of the pro- 
posed structure. 

Grady Woodruff, Paradise, Texas, is chairman of the 
financing committee to build a $250,000 dormitory for 
boys at Austin, Texas, to accommodate 125 boys. - 


Stone & Pinson, Independent Life building, Nashville, 
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“UNITEM”’ 


Eliminates 
the Separate 


Water Heater 
and Saves 


Over 50% Fuel 


The day has come when _ separate 
water heaters are only an added ex- 
pense. Why have two fires when 
one will accomplish the same purpose? 


The Unitem Submerged Water Heater 
uses a small part of the heat from the 
steam boiler and supplies hot water 
24 hours a day, 365 days a year. 
Especially efficient for apartments, 
office buildings, stores, hotels, schools, 
garages, etc. 








Yes, it can be installed in most boilers and is equally 
efficient with coal or oil fired boilers winter and summer. 
Let us co-operate with you in making surveys, estimates, 
and insuring a satisfactory and efficient installation. 


Mail the coupon for our illustrated catalog, 
‘Heating Water With Water,’’ while you have 
it on your mind. It will tell you about the 
sales possibilities in installing Unitem Sub- 
merged Water Heaters. 


Sold Only Through the Trade 


Bell & Gossett Company 


3000 Wallace St. Chicago, Illinois 
Cleveland, Ohio, 2281 Scranton Road 


EASTERN DISTRIBUTORS: ee: 

McDermott Water Heaters, Inc., 101 Park Ave., New York City © 
fesse eseee ee Sees sse sees eee 
BELL & GOSSETT CO., 
3000 Wallace Street, Chicago, Ill. 

Gentlemen: 

Kindly send us your illustrated Booklet, ‘Heating Water 
With Water”. 


ERGED 
WA UBME CATER 
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Tenn., are the architects for the new Goodhue office build- 
ing to be built soon in Beaumont, Texas, at a cost of 
$600,000. 

Laredo, Texas, Lodge, No. 1018, B. P. O. E., will erect a 
new lodge building in the near future in that city. It 
will be six stories high and will be of brick and concrete. 

Citizens of Cross Plains, Texas, recently voted bond 
issues of $30,000 for a new grade school and $35,000 for 
a new high school for that town. 

Dr. Ernest O. Schwartz will build a large English type 
residence in Kennedy Heights, Cincinnati, Ohio. 

The Cincinnati Wholesale Grocery Co. has _ selected 
Rendigs, Panzer & Martin as architects for the structure 
it will build at the southwest corner of Pearl and Pike 
streets in Cincinnati. It is planned to build a three or 
four-story structure. 

The American National Bank of Beaumont, Tex., has 
plans completed for the construction of a 12-story bank 
and office building to cost $600,000. J. Ruskin Bailey, 
1606 Main street, Houston, is the architect. 

D. A. Singer of the First National Bank building, Hous- 
ton, Tex., is having preliminary plans prepared by Joseph 
Finger. architect, Keystone building, in that city, for the 
construction of a 20-story office building to cost $1,000,- 
000. 

L. T. Wright & Co., 902 Builders’ Exchange building, 
San Antonio, Tex., have the general contract on a 21-story 
store aud office building for the Travis Investment Co. in 
that city. The construction will be of brick, stone and re- 
inforced concrete, 137x113 ft., and will cost $2,000,000. 
George Willis, Builders’ Exchange building, is the archi- 
tect. 

The First Christian Church of Fort Worth, Tex., will 
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open bids on February 1 for the construction of a new 
Sunday school building and the enlarging of the church 
auditorium. The building cost will approximate $200,000, 
Clyde H. Woodruff, 490 Reynolds building, is the archi- 
tect. 

The Highland Heights Christian Church of Wichita 
Falls, Tex., has plans prepared by Pate & Thompson, 
architects, 1005 City National Bank building, for a three- 
story church building to cost $150,000. 

Adams & Adams of San Antonio, Tex., are preparing 
plans for remodeling the city hall in San Antonio, Tex., 
and the addition of three stories. The cost of work will 
approximate $250,000. 

Work will be started early in the spring for a two-story 
dormitory building in Davenport, Iowa, by the Augustana 
College. The building will cost $200,000. 

The Mu Chapter of Phi Rho Sigma fraternity, Iowa City, 
Iowa, is having plans made for a three-story fraternity 
house on Ferson street to cost $80,000. Mark Anthony, 
Cedar Rapids, Iowa, is the architect. 

A. J. Whitson of Alvin, Tex., plans the construction of 
14 brick veneer homes in Houston in the Pineview addi- 
tion at a cost of $6,000 each. 


Harry L. DeWitt of Houston, Tex., has plans ready for 


the construction of a two-story brick and concrete apart- 
ment building of 96 rooms to cost $110,000. 

G. K. Wattson of Mercedes, Tex., has plans prepared for 
the construction of a store and office building to cost 
$60,000, together with a small business building to cost 
$25,000. 

E. L. Altgelt, Frost National Bank building, San An- 
tonio, Tex., and associates are planning the construction 
of a $300,000 office building. 














B. B.’s 
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ESTABLISHED 1874 





WE SPECIALIZE IN 


BALL COCKS FOR LARGE TANKS 


Made in the following sizes Iron Pipe Male: 


14-inch with 5-inch 12 ounce Copper Float 


BOSTON BRASS COMPANY 


Manufacturers of the Famous B. B. Ball Cocks. Over 2,000,000 sold. 


We also make 

B. B. Ball Cocks 

for Top, Bottom 

and End Supply 

for High Tanks; 

Bottom and 

Elevated for Low 

Down Tanks; and For Large 
Automatic Type. Tanks 


WALTHAM, MASS. 
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Bath a ‘Day Movement 


With those who speak with authority stressing the fact. that 
1927 will be a year in which business will be there for those who 
go after it, individual plumbing con- 

tractors and officials of plumbers’ as- 

sociations should be studying the mat- 

ter with a view to making the efforts 

of the industry stand up in the face 

of competition from all sides. Asso- 

ciations, particularly, can do their bit 

by selling the master plumber to the communities from which 
they draw their membership. 


tive efforts of associations, the Bath a Day Campaign, 

and particularly ‘“‘The Story of the Bath” offer an op- 
portunity to win friends and to impress upon the commu- 
nity the value of the services of the plumber. 

Association advertising, like any other bit of advertis- 
ing, ought to include some urge to action. Obviously it 
cannot sell merchandise—but it can develop inquiries 
which will give the association an opportunity to distribute 
the right kind of educational literature. 

Here “The Story of the Bath’ would fit in perfectly. If 
the association advertising carried the suggestion that 
readers ask for copies of educational matter, it would then 
be possible to place in their hands, at their own request, 
this booklet which has done so much to put the plumbing 
industry in a favorable light. The very fact that the per- 
son reading the advertisement has asked for the booklet 
will impress the association membership on his or her 
mind. 


[* ORDER to give some real direction to the co-opera- 
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A New Customer a*Day Keeps The 
Sheriff Away 


Use Epigrams to Draw Them 


an apple a day is supposed to do to your body,—keep 
it healthy. If you could add just one new customer 
a day you would soon have a long list of them, and if 
you kept them all satisfied with the kind of merchandise 
and service you sell, you would have a large business. 
Before you can make a customer out of a person you 
must interest him in your place of business, and 
in what you have to sell. That you can do with the aid 
of some epigrams. A new one in your window every day 
will draw people to your store, and make them stop. It 
is then up to you to make customers of them. 
Is there not one that 


. NEW customer a day does to your business what 


or her 


Look over the epigrams below. 
catches your attention? 
A lot of hay made while the sun shines is made over 
into moonshine. 
* * * 
The first hundred biscuits are the hardest. 
a * * 
He laughs best who sees the other fellow sit on a tack. 
a * * 
We know a fellow who thinks that 


“Babe”? Ruth knocks out frequently. 
+ * * 


Homer is a guy 


An onion a day keeps the ladies away. 
* * * 
The ladies never put on today what they are going to 
put on tomorrow. 

















Pratt @ Cady 
Bronze 
Union Bonnet 
Asbestos Disc 
Globe Valve 





Easy Disc 


New disc easily substituted by removing old 
disc holder from the end of the stem and sliding 
on new one—valve remains in the line. 
bestos disc ring Jasts 
Four splines in body insure perfect alignment. 
KOOL-GRIP malleable iron wheels prevent 
burning hands. 
working steam 150 pounds. 


READING STEEL CASTING COMPANY, Inc. 


An Associate Company of the American Chain Co., Inc 


d READING fr steel 


Replacement ~ 


As- 
softer than valve seat. 


Tested to 300 pounds. For 


Bridgeport, Connecticut 


Offices and Warehouses in Principal Cities 


PRATT#CADY 7/22 ze 


specializing for quality valves anv fittings 
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MECHANICAL PERFECTION 


That’s what qos give your customer in the 
Ohio No. 25 Water Heater. The special Ohio 
Burner insures perfect combustion — that 
saves gas and gives more hot water. 


The Ohio No. 25 gives permanent satisfaction 
—and profit jilities are unequalled. 


From your jobber. 
The OHIO Heater Company, Columbus, Ohio 


Onto No. 25 HEATER 



























Health-o-Meter 


Automatic Bathroom Scale 





We have created a market 
for these scales which means 
opportunities for you. Men 
and women everywhere want 
an inexpensive home scale. 

In the bathroom—the home 
center of health, is where the 
Health-O-Meter is placed. 

Display Health - O - Meters 
with your bathroom fixtures. 
See how easily and quickly 
they are sold. 

Write us to-day for full 
details about how we are 
creating a national demand for 
Health-O-Meters. 


Continental Scale Works 
5701 S. Claremont Ave. 
Dept. 68-A Chicago, Ill. 


Your 


























January 22, 1627 





HERE'S SOMETHING NEW IN PUZZLES 





Bottomless ditch 15’ wide surrounds 
the island 





Island 10’ square 




















STORY is told of a king who wanted a small swimming 
pool excavated. First he gathered together his workmen 

and had them bring his throne to the spot on which they 
were to work. He sat watching them while they staked out 
a 40-foot square. He started the men to digging on all four 
sides, himself sitting in the middle to oversee the work. 

The king fell asleep and when he awoke he was horrified 
to find that he was on an island, ten feet square, with a 
15-foot ditch all around him, so deep that, practically speak- 
ing, it was bottomless. He called to his carpenters to con- 
struct some means to get him over. After several hours work 
the carpenters gave up the job, telling the king that the only 
thing they could find in the kingdom were two 2x12x14’6” 
boards and they would not reach across a 15’ space, because 
there were no nails or ties of any kind in those days. 

How did they get the king back to the place with the two 
boards? 

NOW GO TO IT 

This looks like a job for swimming pool specialists. You 
may submit drawings, isometric, sectional or bird’s-eye view, 
and a description of your scheme for getting the king back 
to his palace and his dinner. The prize-winner will hence- 
forward be a Knight of the King’s Ditch—-which is no doubt 
the way the king would have rewarded the subject who solved 
this problem. : 





KIDDING THE DOCTOR AGAIN 

Very Much Worried Man (rushing into office of a throat 
specijalist)—‘“Doctor! Doctor! Come quickly! My little girl 
has swallowed a button.” 

Specialist—‘What kind of a button?” 

V. M. W. M.—“Celluloid. It came from—” 

Specialist (holding up his hand)—‘‘You will have to go to 
Dr. Wilkinson if it’s celluloid; I remove only metal ones with 
embossed designs.” 





PIPE LINES DICTIONARY 

CRIME 

—the only thing that comes in a permanent wave. 
VIRTUE 

—the only thing that pays its reward before it is lost. 
CENTRAL 

—the only person between you and the number you want 

to get. . 

MATRIMONY 

—no longer a venture; a sure deficit. 





“SY” SEZ 
We are inclined to rate among the captains of parlor 
finesse the man who spoke of his father (who had been 
hanged) as “having died suddenly upon the platform at a 
large public meeting.” 





One small jack can lift a car, but it takes a lot of jack 
to keep it up. “SY” MARTIN, Owensboro, Ky. 





Who's going to save the king? x Z 
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You wouldn't build a fire 
around a boiler to heat 
the water — you'd rely on 
a proven principle —the 
Bull’s © Eye method 







The old type water 
heater principle 

the heat is OUTSIDE 
the water and 
much of it is wasted. 


a 





Bulls (@ \F Y2 


SINS Sst HAZAT Zs 





Certainly you are familiar with the principle of heating water used 
in the ordinary heating plant. You know it is right. You know 
that building a fire outside of the furnace boiler would waste most 
of its energy. Yet, the old type water heater uses this wasteful 
method while the Bull’s © Eye uses the proven principle which you 
see at work every day. In the Bull’s © Eye—the heat’s INSIDE the 
water. This fact, together with the exclusive baffling and long fire 
travel in the Bull’s © Eye, mixes the heat and water quickly and 
continuously—accounting for this heater’s unequalled efficiency of 
78°). Ask for literature now. 


The DUNHAM COMPANY LEELA SUTEEE EEN 


Established 1846 
BEREA, OHIO 


(Suburb of Cleveland) 
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PATENTS 


Plumbing Department 


.612,350. Ball Cock. Charles Hubbard Berry, Mans- 
ficid, Ohio. In a ball cock, a stand pipe, a valve casing 
connected to said pipe, a valve seat in the casing, a coun- 
terbored closure cap fitted to the casing, a resilient washer 
fitted within the counter bore formed in the closure cap 
and extending below the face thereof, a metallic washer 
supported in the casing, means to exert a downward move- 
ment on the closure cap to compress the resilient washer 
against the metallic washer, a combined plunger and valve 
holder, a valve carried by the plunger, and means to 
reciprocate the combined plunger and valve holder, said 


means including a stem extending through said washers | 


and closure cap, as described and set forth. 








1,612,350. 1,611,872. 


1,611,872. Filter. William I. 
Ind. A filter comprising a supporting base, a hollow 
filter candle mounted on and projecting thereabove, a 
discharge nozzle leading from the interior of the candle 
through the base, means associated with the nozzle for 
holding the candle in position on the base, the discharge 
line of the nozzle being in downward prolongation of the 
central axis of the candle, a housing mounted on and 
projecting upwardly from the base surrounding the candle, 
a liquid passage discharging through the base into the 
space between the candle and the housing around the 
lower periphery of the candle, a water pipe communicating 
therewith, a connection carried thereby adapted to engage 
a water supply tap and a three-way valve adapted when 
in one position to permit direct discharge of water without 
passing through the filter and when in another position to 
direct water through the filter. 

* * + 
Water Bowl. Henry L. Ferris, Harvard, 
assignor to Hunt, Helm, Ferris & Company, Harvard, 


1,612,501. 
Ill., 








wD 


1,612,501 . 





fl. In combination, a supporting structure of bowl-like 
form, a support therefor, means for supplying water to 
said supporting structure including a valve, an animal- 
operated lever within the supporting structure for opening 


Ballentine, La Porte, 
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Hotels 


Wall-hung radiation is especially recom- 
mended in Hotel construction. Carpets and 
other floor covering can be laid without inter- 
ference with pipes or radiator legs; time is 
saved in cleaning rooms, and heating efficiency 





























> | is increased. 
i! | The Little Giant Radiator Hanger, combin- 
i | ing the bighest quality in workmanship and 
HK materials, comes in many sizes and styles. 











There is a Little Giant Hanger to fit any radi- 
ator and any specification for hanging. 


Distributed by UNITED STATES RADIATOR CORPORATION 
Sold by all leading jobbers 


Little Giant Mfz.Co. 


1927-37 Nicollet Ave. Minneapolis, Minn. 











This is the Fire Pot that 
Produces Results 


WHY? 


It will melt a 4-inch pot”of/metal. 

A 244-pound copper will heat and melt 
solder in TWO MINUTES. 

The pot will generate and operate out- 
doors in ANY KIND OF WEATHER. 
It will heat irons as fast as they are 
cooled. No time wasted. 

Less than a gallon of gasoline is used in 


It is smokeless and odorless while in 
operation. : 
It can be turned down low when not in 


B 
E 
C 
A 
U 
S 


use. 
This pot fills the bill when extra fine 
work is to be done and every shop 
should have cone. 


E 


Order yours now. Only $10.00 f. o. 6. 
factory. Two per cent discount when cash 
accompanies the order. 
DOUBLE BLAST MFG. CO., Inc. 
Commonwealth Ace. North Chicago, Il. 


No. 35 Combination Double Plast 
Gasoline Fire Pot for Plumbers 


and Tinners 








FORGED STEEL 
THROUGHOUT 











PROFITS to you 
from SALES and USE 


Ask Your Nearest Jobber or Write 
THE LAWSON MFG. CO., Sta. B, Cleveland, 0. 







oo — » oo 

















[EUREKA 


Concrete 
Laundry 
Trays 
have a smooth, glass-like 
finished surface which 
is permanent and will 
not’ crack or chip off. 


HANNEMAN BROTHERS 


7841 South Street Detroit, Michigan 











Your jobber has them 
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said valve, an imperforate metal removable lining for said 
supporting structure, and coacting means on said support- 
ing structure and lining for releasably retaining said 
lining therein. 
~ . * 

1,612,417. Automatic Valve for Water Heaters. Dwight 
S. Cole, Grand Rapids, Mich. A construction of the class 
described comprising a hollow casing provided with a 
vertical cylinder between its ends and with water receiving 
upper and lower chambers at one side of the cylinder 
communicating with each other and with the vertical 
cylinder, and gaseous fuel chambers at the other side of 
the cylinder, a piston in the cylinder adapted in lower 
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position to stop the passage of water and in an upper 
position to permit free passage of water by it from the 
lower water chamber, movable valve means disposed be- 
tween the fuel chambers in closed position stopping pas- 
sage of fuel from one chamber to the other, means for 
mounting the valve means, and means operatively inter- 
posed between the piston and said valve means mounting 
for opening or closing the valve means as the piston is 
raised or lowered, substantially as described. 
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1,612,532. Water Heater. Leslie E. Peters, San Fran- 
cisco, Calif., assignor to New Way Manufacturing Com- 
pany, San Francisco. A water heater comprising an en- 
closed casing provided at its bottom with a burner, a 
reservoir located inside the casing having a water inlet 
pipe connected to the top thereof, a coil connected to and 
encircling the reservoir, a thermostatic control means ex- 
tending into the reservoir through the top thereof, which 
said thermostatic control means is operated by water 
entering the reservoir through the inlet pipe, means lo- 
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1,612.532 
cated on the top of the casing and connected to a valve 
for admitting fuel to the burner located at the bottom of 
the casing, which said means is operated to open and 
close the valve by the thermostatic control means, and a 
pilot burner located under the said reservoir, whereby 
water in said reservoir may be maintained in a heated state. 



































Boosey’s Seepage Drains 


can’t leak. The lead pan is secured 
to the drain with a caulked joint, which 
can be tested. 





The Boosey line consists of more than 
one hundred seepage drains for every 
purpose. 


WRITE FOR OUR CATALOG. 


The NORMAN BOOSEY MFG. CO. 


5140 Hamilton Ave., Detroit, Mich. 

































































inges of the 
Better Kind 


Hinge No. 100 —Close-Ruf 


GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 


Hinges for all types of toilet seats 
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1,612,533. Valve Seat. Raleigh B. Poindexter, Toledo, 
Ohio. A valve comprising a liquid supply duct having an 
opening and a seat at said opening terminus, a rotatable 
control member concentric of and reciprocable toward and 
from said opening, said member being positively movable 
therewith and provided with a plane seat coaxial with and 
opposing said opening seat, there being a recess in said 
member away from the opening, and an integral closure 
member relatively, shiftable as to said recess and pair of 
seats, said closure member having a stem coacting with 
said recess and thrust thereinto by liquid pressure through 
the opening as the control member has operated to open 
the valve, said closure member having a plane ledge ex- 
tending transversely thereof for coacting with the control 
member plane seat and an opposing tapering portion 
opposite from the ledge for coacting with the opening seat. 

* * * 

1,612,000. Water-Closet-Flushing Device. Joseph Ar- 
sene Delorme, Montreal, Quebec, Canada, assignor of one- 
half to Arthur Sicard, Montreal, Quebec, Canada. In 
combination with a water box, a flushing valve therefor 
and an actuated mechanism to operate said valve, an 
automatic arrangement interposed between said mech- 
anism and said valve, comprised of a cross-shaped lever 
having one arm downwardly guided within a semi-covered 
slidable casing, said lever arm having a hook that engages 
beneath the semi-covered top of said casing when the said 
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1,612,000, 


mechanism is partly operated, said lever having another | 


arm abutting against a part of said actuating mechanism 
and being adjustable in relation to disengage the said 
hooking arm from the said slidable casing, said casing 
being mounted within a slotted tube integral with the 
overflow pipe for the said valve and means integral with 
the said tube and the said overflow pipe whereby the stem 
of the said valve is slidably actuated by a finger integral 
with the said casing and the said valve being operated 
thereby, substantially as described. 

* * * 


1,611,159. Pumping Apparatus. George A. Buvinger 
and Clarence Warner, Dayton, Ohio, assignors to Delco- 
Light Company, Dayton, Ohio. In a device of the kind 
described, a pump unit comprising in combination, a cylin- 
der and piston, a crosshead and guide therefor, a piston 
rod connecting said guide and piston, and separate packing 
for the rod adjacent the guide and cylinder respectively, 
the guide and cylinder being located at such a distance 
from one another that no portion of the rod entering the 
packing adjacent said cylinder can enter the packing 
adjacent the guide. 

* * * 


1,612,270. Domestic Boiler System. Allen M. Duffie, 
Buffalo, N. Y., assignor, by mesne assignments, to Monarch 
Electric Appliance Company, Detroit, Mich. In a domestic 
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Leonard Thermostatic 
Water Mixing Valves 








Type L-9 

Type L-9 Water Mixing Valves are furnished for 
either exposed or concealed piping. 

Easy to operate, absolutely reliable. Anti-scalding 
and anti-chilling. 

Can be set to range from tepid to warm and use of 
water in another part of house will not affect tem- 
perature of water from the shower. 

Our booklet describes and gives roughing-in dimen- 
sions for all sizes Leonard Valves. May we send you 
a copy? 

Manufactured by 


LEONARD-ROOKE COMPANY 


Incorporated 
PROVIDENCE $3 RHODE ISLAND 


























The THERMOTROL 


The past heating season has proven the 
efficiency of the Thermotrol and demon- 
strated its qualities as a room tempera- 
ture regulator. 


We now announce the new model Therm- 
otrol, improved in appearance, more 
smooth in operation, yet maintaining 
the same principle as the original 


Thermotrol. Write for Bulletin No. 38. 
STERLING ENGINEERING CO. 


1636-44 Holton St. Milwaukee, Wisc. 
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The highest grade plumbing fixtures in the world. 
incealed — compression — quick compression. 


\ 


THE MORGAN BRONZE CO. 


CLEVELAND 























A polishing cleaner that 


won't scratch 


Tubola has been scientifically 
developed to fill a long felt want 
A polishing cleaner, which will 
not scratch. It is used for 
cleaning porcelain, tile, marble, 
copper, brass, aluminum and 
linoleum. It is especially adapt- 
able for use on Bath Room 
Fixtures. 
Ask your dealer. 


The Chamberlain Co. 


Pittsburgh, Pa. 




















HUMPHREY 


Automatic Gas Water Heaters 





the cottage. 


Kalamazoo : 


A type and size for 
every building from 
the skyscraper to 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 


Michigan 
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You would 


not think of missing your daily 
paper, yet it does not begin 
to help you as your business 
paper, so why not spend a 
minute to send in your sub- 
scription. You will soon realize 
the tremendous help you 
have been doing without. 
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boiler system, in combination, a tank for the storage of 
heated water, a heater connected to the tank, an electric 
circuit which provides for the operation of said heater, 
and means for the automatic control of said circuit in 
accordance with the thermal condition of the tank com- 
prising as companion co-operating parts a switch and an 
operating element therefor connected to the tank for 
movement relative to one another in accordance with the 
contraction or expansion of the tank. 














1,612,279, 
1,612,740 

Combined Pump Head and Power Head. 

Philip A. Myers, Ashland, Ohio, assignor to The F. BE. 


1,612,740. 


Myers & Brother Co., Ashland, Ohio. In a device of the 
character described, the combination with a power head 
casing, of a support formed with two parts, one part 
being integral with the casing and the other part detach- 
ably secured thereto, said parts having opposite recesses 
which constitute a circular opening, and a pump head 
having an extension with a shoulder at the juncture of 
the head and extension, such shoulder being adapted to 
rest upon the support and such extension to fit within 
said recesses. 


~ a o 
1,612,588. Sink Strainer. Patrick Lacoste, San An- 
tonio, Tex. The combination with a drain outlet fixture 


embodying a tubular mouth piece having an internal an- 
nular shoulder, of an attachment therefor embodying a 
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| 1,612,665 
1,612,588 


carrier removably fitting in the mouth piece and supported 
upon said annular shoulder, and a strainer supported at 
the lower end of the carrier with its upper end spaced 
frum the inner wall of the carrier. 
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i,612,665. Combined Water-Closet and Bidet. Alberto 
Tivoli, Buenos Aires, Argentina. An improved sanitary 
device, consisting of a water closet combined with a bidet, 
the latter having a basin and the former having a seat, 
concentric pivots about which said basin and seat are 
adapted to oscillate independently, the basin being adapted 
to bear on the seat when said basin and seat are swung 
to horizontal position and a liquid supply conduit for the 
basin, concentric with said concentric pivots. 


Heatin g Department 


1,611,514. Pipe-Threading Die. Frederic W. Cox and 
Charles F. Cox, Bridgeton, N. J., assignors to The Cox 
and Sons Company, Bridgeton, N. J. In a die head, the 
combination of a chaser holder, a clamp, adapted to engage 
a chaser in the holder, and means for exerting pressure 
on’ the clamp, the said holder and the said clamp having 

















1,611,514 


co-operating opposed gripping surfaces for holding the 
chaser when pressure is applied to the clamp and along 
which the chaser is linearly adjustable when the clamp is 
released, the said surface on the holder being smooth and 
the said surface on the clamp being grooved or knurled 
in a direction transverse to the direction of the aforesaid 
linear adjustment. 


* * * 
1,611,905. Oil Burner. Bernhard Grunwald, Omaha, 
Nebr. An oil burner, comprising a housing having an 


open-topped rear portion forming a fire-pan and extending 
into the combustion chamber of a furnace, the front por- 
tion of said housing inclosing a generator-chamber and 
extending externally of the furnace, and the intermediate 
portion of the housing inclosing a mixing-chamber connect- 











AK 


Ie 
1,611,905. 
ing the generator-chamber and the fire-pan, heat-conduc- 
tive members extending longitudinally of the mixing- 
chamber and into the generator-chamber, a generator sup- 
ported upon said heat-conductive members in spaced 
relation to the walls of said chamber, means for supply- 
ing liquid fuel to said generator, and means for controlling 
admission of air to said chamber. 
* * Ld 
1,612,760. Thermostatic Valve-Control Apparatus. 
Lewis W. Eggleston, Buffalo, N. Y., assignor to American 
Radiator Company, New York, N. Y. A device of the 
character described comprising a valve casing, a valve 
operable therein for controlling a heat supply flowing 
through the casing, a vapor pressure-generating member 
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ELIMINATE “GUESSWORK” 
IN PIPING! 


A Grade Scale, a Level, a plumb and 
a 12-inch rule all in one—the PER- 
FECTION eliminates ‘“‘Guesswork in 
Piping.” Practical, convenient, accu- 
rate and durable. Its use saves time, 
prevents mistakes and produces better 
work. In oak box $3.50. In leather 
case $5.50. 


WRITE YOUR JOBBER TODAY! 


Write to your jobber to-day. Tell him the model you 
like and he will be glad to let you inspect this remarkable 
tool. If you don’t think it the greatest invention in the 
plumbing trade in years, return it in ten days. Write him 


CT 





today 
MODERN UTILITIES COMPANY 
140-47 So. Second St. 33 Harrisburg, Penna. 
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Vanderman’s 
Steel Tool 
Chests 


AND 


Combination 
Bench Pipe Vise 


a 


Send for Catalogue 


Manufactured and for Sale by 


The Vanderman Mfg. Co. 


Willimantic, Conn. 


Domestic —Industrial 
and Swimming Pool 


Water Filters 


A standard size for every use. 
Built complete in Our Own Plant. 


cecilia 
Get Our Quotation on Your Jobs 
cciinenninidtiandiiamnpinmnccuiesieddmnaneimenetit 


GRAVER Caponation 


110 Todd Ave. ) DET} a ©) ob Cor-1-4o a Golo 











PHILADELPHIA 


CHESTNUT and 39th ST. 


HOTEL PENNSYLVANIA 


Fireproof—Unrestricted 
Parking—Garage 


600 Rooms 
500 Baths 


Rooms with running water 
from $2.50 per day 
Rooms with private Bath 
and Shower 
from $3.50 per day 





Food and Service the best 


Near West Philadelphia Station 
ennsylvania Railroa 


OSCAR W. RICHARDS, Manager 
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The Breakers 


ATLANTIC = N.J. 


On the Oceanfront 





Mreferred--- | 


N WINTER and all seasons by 








those who know and want the best— | 
upon either the American or European | 
plan —and sensible rates withal. | 


DANCING GOLF HEALTH BATHS | 
AFTERNOON TEAS GARAGE 


JOEL HILLMAN, JULIAN A. HILLMAN, 
PRESIDENT VICE-PRESIDENT 



































Opposite the 
Capitol | 


650 ROOMS 


H Each With Private Bath 


$950 


AND UP en DAY 
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Unexcelled Cusine 


DINING ROOM 
FEATURES 


Neil House Dinner 
(Main Dining Room)... ..51.50 
oom Luni a | 
lain Dining Room) 35 
Club eo} fast (Cri! Roam) 60 

















Blue Plate L uncheo 
(Grill Room) 








For reservations address 


F. W. BERGMAN, 
Managing Director 
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containing a volatile liquid, and an expansible-collapsible 
vapor pressure-responsive member in the valve casing and 
subject to the temperature of the heat supply flowing 




















1,612,760. 


through the casing and arranged to operate said valve. 
said pressure-responsive member being in communication 
with said vapor pressure-generating member to receive 
the vapor therefrom. 

~ * * 


1,612,596. Automatic Control for Oil Burners. Lionel 
S. Marks, Cambridge, Mass., assignor to Peabody Engi 
neering Corporation. An oil burning apparatus comprising 
an atomizer, means for delivering oil under pressure to 
said atomizer and giving said oil a rotary motion, means 


















































1,612,506. 


for returning a portion of said oil after imparting to it 
said rotary motion, means for regulating the amount of oil 
returned, means for providing air for combustion and 
means for regulating amount of said air by the pressure 
of the oil returned. 

* * * 


1,612,653. Oil Burner. Alfred M. Rodriguez, West- 
field, N. Y. An oil burner which comprises an oil cup, an 
oil evaporating plate disposed above the bottom of the 
cup, a central oil heating column having passages therein 
which the oil passes to be preheated, said passages opening 
at the bottom of the column to permit oil to flow along 








ee “ 
1,612,653. 


the bottom of the cup, a central air passage in said column 
extending to the top thereof, an air deflector plate at the 
top of the column, a flame deflector plate at the top of the 
column, the side of the cup provided with a plurality of 
air passages, and a deflector ring supported within the 
cup to deflect the air onto the oil evaporating plate. 
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Classified Advertisements 


8 cents for each word including heading and address. 


insertion. 


One inch $4.00. 


Cash must accompany order. 


Count seven words for keyed address. 
Copy should reach us eight days in advance. 


Minimum $2.00 for each 





Situations Open 

EXPERIENCED SALESMAN WANTED 

by plumbing and heating jobber, New 
York State, to cover Orange, Sullivan, 
Ulster Counties, also Eastern Pennsyl- 
vania and Northern New Jersey. State 
age, reference, salary or commission. 
Address Plumbing, c/o Inter. Gin. Co., 
353 Third Ave., New York, N. Y. 


WANTED—REPRESENTATIVE TO 

handle a standard line of plumbing 
and heating specialties on commission 
basis in the Southern territory. Ad- 
dress Key 763, “Domestic Engineer- 
ing,’ 1900 Prairie Ave., Chicage. 





SALESMAN WANTED—RESIDING AT 

or near Cleveland experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade in 
Ohio, including Detroit, and Pittsburgh 
territory. Give full details and refer- 
ences. Address Key 758, ‘Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


SALESMEN FOR SEVERAL GOOD 

territories, by old established con- 
cern with fine line of specialties and 
staples, whole or part time, highest 
commission basis, only capable men 
with references considered. Address 
Key 768, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


SALESMAN AFFILIATED LINES, AC- 
quainted heating trade, architects and 
engineers, Manhattan, Bronx and West- 
chester, N. Y. Handle line of steel boil- 
ers, sizes bungalow to skyscraper 
Commission basis, excellent future. Ad- 
dress Key 764, ‘‘Domestic Engineering,” 
110 East 42nd St., New York, N. Y. 
» 


GOOD EXCLUSIVE DISTRIBUTIONAL 

proposition or side line for man with 
ability, calling on plumbing dealers 
Communications strictly confidential. 
Koil-Les Heater Co., Geneva, Illinois. 
SALESMAN WANTED—RESIDING AT 

or near St. Louis, experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade 
in St. Louis and Kansas City territory. 
Give full details and references. Ad- 
dress Key 759, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 





SALESMAN WANTED—RESIDING AT 

or near Philadelphia experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade 
in the Philadelphia territory including 
west to Harrisburg and south through 
Baltimore and Washington to Norfolk. 
Give full details and references. Ad- 
dress Key 757, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 


BOILER AND RADIATOR SALESMEN 

for Newark, N. J., Boston, Mass., and 
Eastern and Western Pennsylvania 
territories. Apply by letter which will 
be treated confidentially. The Wm. H. 
Page Boiler Co., 200 Madison Ave., 
New York. 


WANTED: MAN TO WRITE ADVER- 

tising copy for a manufacturer of 
Plumbing and Heating goods. State ex- 
perience. Address Key 716, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 














WANTED: AN EXPERIENCED 
Plumbing and _ heating’ estimator 
with some designing experience. Give 
reference and full information as to 
salary, age, etc. Address Key 748 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


SALESMEN WANTED TO SELL A 

high-grade line of plumbers’ brass 
goods and specialties direct to the Mas- 
ter Plumbers. Good territories open. 
Give full details as to age, experience, 
etc. Sheridan Brass Co., Cleveland, Ohio. 





Representative Wanted—Manufacturer 
of small steel heating boilers desires 
representation by capable, trained men 
of personality, who can handle the 
sales of such equipment on a commis- 
sion basis. Some well located territory 
is available for men who can see a fu- 
ture for themselves. Address Key 752, 
“Domestic Engineering,” 110 E. 42nd 
St., New York City, N. Y. 

Situations Wanted 


EXPERIENCED SALESMAN AND OF- 

fice man wants to make a change. 
Several years’ plumbing, heating and 
mill supplies. Will arrange interview 
with first class company. Address Key 
761, “Domestic Engineering,” 1900 Prai- 
rie Ave., Chicago. 








PLUMBER HAVING 18 YEARS’ PRAC- 

tical experience. Can estimate or su- 
pervise plumbing or heating, is open 
for position immediately. Married and 
strictly sober. Address Key 765, “Do- 
mestic Engineering,’ 1900 Prairie Ave., 
Chicago. 


For Sale 


FOR SALE—PLUMBING AND HEAT- 
ing business at invoice. Must be 
sold on account of poor health. Wis- 
consin master license required. Ad- 
dress Key 762, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 
FOR SALE—TOLEDO POWER DRIVE, 
No. 100 attachment, No. 3 dies, No. 
250 cutter, nearly new. Best offer 
takes. Address Key 766, ‘‘Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 
For Sale—Well established plumbing 
and heating shop. Established over 
40 years. Plenty jobbing and over- 
hauling; plenty contractors for new 
work, Will sell reasonably. Address 
Key 767, “Domestic Engincering,” 
1900 Prairie Ave., Chicago. 


Miscellaneous 
PLUMBERS’ BIN LABELS 
1.3 

& | ee 
RED. ELLS 


Send for samples and prices and free booklet: 
“*How to Simplify the Work in the Plumbing Shop. 
Haddon Bin Label Co., Haddon Heights, N. J. 


























STOP “‘GUESSTIMATING”’ 


Avoid Errors and Omissions. Our 


Plumbers’ Estimate Sheets 


will SAVE Time and Money. 
100 leaves in a book—4!x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel Springs, N. J. 
In Business Thirty Years. Noted for Quick Service 







BUSINESS OPPORTUNITIES. FOR 

sale. Successful plumbing & heating 
business in Bay City, Michigan, produc- 
ing a net income of over $8,500 per 
year. Must be sold; owner recently de- 
ceased. Valuable good will as a going 
concern. Complete new office furniture 
and fixtures. Stock in excellent shape. 
Exclusive oil-burner contract. Office 
and shop in connection with modern 
home, which ean also be purchased. 
First National Bank, Trust Department, 
Bay City, Mich. 


The Most Reliable 


PIPE COUPLING BUYERS 
in The Country 


Write us about your surplus 
pipe couplings. 


CAPITOL MFG. & SUPPLY CO. 
550 Nicholas St., Columbus, O. 


Books for Your Trade Library 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
4%4x7 in. 128 pages. 24 tables. Cloth. 
Price, $1.50. 





STANDARD PRACTICAL PLUMBING. 

By R. M. Starbuck. An exhaustive 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. <A book every master plumber 
should have in his trade library. Size, 
6x9 in. 406 pages, bound in cloth. 
Price, $3.50. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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EARL JUDD CORP. 


| 
| result of a quarter century’s experience in this seat line resulting in the most economical 
| durable seat made serving the public and mansion toilet efficiently. 
| 


| THE JUDD Water Closet Seats are a composition of rubber, which composition is the | 
| 
| 


Ask your jobber or write us 


WRIGLEY BUILDING 


CHICAGO 
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Every upward 
step your business 
takes should be 
advertised 

—and advertising 
will make posstble 
those upward steps. 





you offer to the 

















When you take 


on a new line of 
specialties 


If you have a nice 
string of satis- 
fied customers 

— advertise itl 


Whatever service 


public 
—advertise itl 


—advertise itl 








When you add 
another delivery 
truck 

— advertise it! 








I’m going to advertise! 





DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Please enter my order for three months’ service of Advertising Editorials. 


Domestic ENGINEERING’S 
Advertising Editorial Serv- 
ice makes advertising easy 
for you —all you do is clip 
the copy from your copy of 
the paper and hand it, with 
the cut we send you, to your 
newspaper. Only $4.20 for 
12 illustration cuts. Use 
the coupon below. 


Tear out and mail this coupon— now! 
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